ANNUAL INDEX 
and 
TABLE OF CASES 
of 
THE AMERICAN JOURNAL OF 
TRIAL ADVOCACY 
Volume Eight 





CONTENTS 


et ION 65 85 6:05 05 oven nian od Beebe eiee cose ease 517 
Key Word Index 

Subject Matter Index 

TIN Sia icdsuind cckcad be dived essdwascaneeneeeeerns see 541 





Alexander, R. Alan 
Anchor, Kenneth N. 


Austin, Arthur D. 
Barth, Jeffrey T. 


Caldwell, Harry 
DeFoor, J. Allison, II 
Dimbath, Merle F. 


Ebert, Ronald J. 


Hardy, Benjamin A., Jr. 


Hartje, Jeffrey H. 
Haydock, Roger S. 
Herr, David F. 

Hood, Jack B. 
Kalbac, Joseph J., Jr. 
Kuney, David R. 


Martell, Daniel A. 


Mayton, Craig 


Osburne, Timothy D. 


Peacock, Claude 


Phillips, Jerry J. 
Rogers, Joseph P. 


AUTHOR INDEX 


Survey of State “Good-Time” Laws (A) 
Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 

What Makes Juries Listen (B.R.) 
Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 

Name Calling at Trial: Placing 
Parameters on the Prosecutor (A) 
Prosecutorial Misconduct in Closing 
Argument: Remedial Measures (A) 
Fixed Versus Variable Discount Rates 
in Reduction to Present Value (A) 
Should Judges Grease the Slow Wheels 
of Justice? A Survey on the 
Effectiveness of Judicial Mediary 
Techniques (A) 

Insurance Bad Faith Litigation (B.R.) 
Cross-Examination—A Primer for Trial 
Advocates (A) 

Motions to Enforce Settlements: An 
Important Procedural Tool (A) 

Motions to Enforce Settlements: An 
Important Procedural Tool (A) 
Litigation with the Federal Government 
(B.R.) 

Prosecutorial Misconduct in Closing 
Argument: Remedial Measures (A) 
Deposition Preparation: A 
Methodological Approach (A) 
Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 
Misdemeanor Prosecution Practicum: A 
Clinical Experience (A) 

Uncle Sam and the Tortfeasors: A Look 
at the Tax Consequences of Tort 
Settlement (A) 

Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 

The Role of Litigation (A) 
Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 





Schiller, Lawrence F. Should Judges Grease the Slow Wheels 
of Justice? A Survey on the 
Effectiveness of Judicial Mediary 
Techniques (A) 

Solomon, Gary S. Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences (A) 

Stempel, Jeffrey W. Motions to Enforce Settlements: An 
Important Procedural Tool (A) 

Stone, Fredric Acting Within the Law (C) 

Wall, James A., Jr. Should Judges Grease the Slow Wheels 
of Justice? A Survey on the 
Effectiveness of Judicial Mediary 
Techniques (A) 

Wolfe, Jeff, Professor A Strategy for Effective Use of the 
Courtroom During Direct Examination 
(A) 


(A) Article 
(C) Commentary 
(B.R.) Book Review 





Subject Matter Index 


A 
ADMINISTRATIVE LAW 


Negligence —Is Violation of Swimming Pool 
Safety Regulations Negligence Per Se? 
8:193 

Search and Seizure-Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 

Survey of State “Good-Time” Laws 8:57 


ADMIRALTY 


Admiralty — Vessels Without A Nationality 
Are Subject to United States Juris- 
diction 8:335 


ADVOCACY 


Acting Within the Law 8:115 

A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 

Cross-Examination— A Primer for Trial Ad- 
vocates 8:11 

Deposition Preparation: A Methodological 
Approach 8:241 

Misdemeanor Prosecution Practicum: A Clin- 
ical Experience 8:219 

What Makes Juries Listen 8:509 


ATTORNEYS 


Prosecutorial Misconduct: Arguing Facts Not 
in Evidence 8:331 


C 
CIVIL PROCEDURE 


Fictitious Parties— Does John Doe Toll the 
Statute? 8:176 

Litigation with the Federal Government 8:199 

Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 

Should Judges Grease the Slow Wheels of 
Justice? A Survey on the Effective- 
ness of Judicial Mediary Techniques 
8:83 

Statutes of Limitation—Defendant’s Absence 
From State — When the Defendant 
Leaves Town, Does He Take the Stat- 
ute with Him? 8:183 


CIVIL RIGHTS 


Connecticut v. Teal: In Disparate Impact Cases 
Brought Under Title VII, The Em- 
ployer’s “Bottom Line” is No Defense 
8:121 

Free Press—First Amendment Protections 
Bow Before the Need to Develop Rel- 
evant Evidence 8:499 

Free speech — Constitutional Law — Re- 
straint of Picketing — Violative of Free 
Speech 8:501 


CLOSING ARGUMENT 


Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 


CONSTITUTIONAL LAW 


Due Process— Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 

First Amendment—Free Press—Constitu- 
tional Law — First Amendment Protec- 
tions Bow Before the Need to Develop 
Relevant Evidence 8:499 

First Amendment — Constitutional Law — Re- 
straint of Picketing— Violative of Free 
Speech 8:501 

Fourth Amendment — Search and Seizure — 
Warrantless Search of Family Day Care 
Homes Held Constitutional Under 
“Pervasively Regulated Business” Ex- 
ception 8:325 

Fifth Amendment —Name Calling at Trial: 
Placing Parameters on the Prosecutor 
8:385 

Fifth Amendment — Prosecutorial Miscon- 
duct in Closing Argument: Remedial 
Measures 8:397 

Fifth Amendment — Self Incrimination — 
United States v. Doe: Fifth Amendment 
Protection from the Compulsory Pro- 
duction of Documents 8:293 

Seventh Amendment — Right to Jury Trial— 
United States v. Sun Myung Moon: The 
Right of an Unpopular Defendant to 
a Bench Trial 8:445 





Fourteenth Amendment—Name Calling at 
Trial: Placing Parameters on the Pros- 
ecutor 8:385 

Fourteenth Amendment —Prosecutorial Mis- 
conduct in Closing Argument: Remedial 
Measures 8:397 


CONTRACTS 


Master and Servant—Employment Manual 
Ruled Implied Contract 8:329 

Settlements — Motions to Enforce Settle- 
ments: An Important Procedural Tool 
8:1 


CONVICTS 


Survey of State “Good-Time” Laws 
8:57 


CORPORATIONS 


Dismissal of a Derivative Suit: The Zapata 
Test Can Work 8:485 


COURTROOMS 


A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 
What Makes Juries Listen 8:509 


CRIMINAL LAW 


Survey of State “Good-Time” Law 8:57 

Misdemeanor Prosecution Practicum: A Clin- 
ical Experience 8:219 

Plea Bargains— Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 

Self-Incrimination — United States v. Doe: Fifth 
Amendment Protection from the Com- 
pulsory Production of Documents 8:293 


CRIMINAL PROCEDURE 


Criminal Procedure — Entrapment — The Effect 
of Denying the Elements of the Crime 
Charged on the Availability of En- 
trapment as a Defense 8:197 

Plea Bargains— Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 

Prosecutorial Misconduct — Arguing Facts Not 
in Evidence 8:331 


Search and Seizure—Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 

United States v. Doe: Fifth Amendment Pro- 
tection from the Compulsory Produc- 
tion of Documents 8:293 

United States v. Sun Myung Moon: The Right 
of an Unpopular Defendant to a Bench 
Trial 8:445 


CROSS EXAMINATION 


Cross Examination—A Primer for Trial Ad- 
vocates 8:11 


DAMAGES 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 

Fundamentals of Disability Determination and 
Rehabilitation: A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 

Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 


DEFENDANTS 


Defendant’s Absence From State — When the 
Defendant Leaves Town, Does He Take 
the Statute with Him? 8:183 

Domestic Relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 

Fictitious Parties— Does John Doe Toll the 
Statute? 8:177 

United States v. Sun Myung Moon: The Right 
of an Unpopular Defendant to a Bench 
Trial 8:445 


DEPOSITIONS 


Deposition Preparation: A Methodological 
Approach 8:241 


DIRECT EXAMINATION 


A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 





DISCOUNT RATES 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 


DISCOVERY 


Deposition Preparation: A Methodological 
Approach 8:241 

Free Press — Constitutional Law — First 
Amendment Protections Bow Before 
the Need to Develop Relevant Evi- 
dence 8:499 

Fundamentals of Disability Determination and 
Rehabilitation: A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 

Production of Documents — United States v. Doe— 
Fifth Amendment Protection from the 
Compulsory Production of Documents 
8:293 


DISCRIMINATION 


Connecticut v. Teal: In Disparate Impact Cases 
Brought Under Title VII, The Em- 
ployer’s “Bottom Line” is No Defense 
8:121 


DOMESTIC RELATIONS 


Domestic Relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 


DRUGS 


Fundamentals of Disability Determination and 
Rehabilitation: A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 


DUE PROCESS 


Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 

United States v. Sun Myung Moon: The Right 
of an Unpopular Defendant to a Bench 
Trial 8:445 


DUTY 


Nonfeasance/Misfeasance — Soldano v. O’Dan- 
iels; A Reformation of the Common 
Law Rule of Nonliability for Nonfeas- 
ance 8:159 


E 
EMOTIONAL DISTRESS 


Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 


EMPLOYER/EMPLOYEE 


Connecticut v. Teal: In Disparate Impact Cases 
Brought Under Title VII, The Em- 
ployer’s “Bottom Line” is No Defense 
8:121 

Master and Servant—Employment Manual 
Ruled Implied Contract 8:329 


ENFORCEMENT 


Settlements — Motions to Enforce Settle- 
ments: An Important Procedural Tool 
8:1 

Plea Bargains— Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 


ENTRAPMENT 


Criminal Procedure — Entrapment — The Effect 
of Denying the Elements of the Crime 
Charged on the Availability of En- 
trapment as a Defense 8:197 


EVIDENCE 


Cross Examination—A Primer for Trial Ad- 
vocates 8:11 

Constitutional Law — First Amendment Pro- 
tections Bow Before the Need to De- 
velop Relevant Evidence 8:499 

Domestic Relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 

Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Prosecutorial Misconduct — Arguing Facts Not 
in Evidence 8:331 

Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 

United States v. Doe: Fifth Amendment Pro- 
tection from the Compulsory Produc- 
tion of Documents 8:293 





F 
FEDERAL PRACTICE 


Federal Tort Claims Act—Sovereign Immu- 
nity: The King Can Do No Wrong? 
8:471 

Litigation with the Federal Government (Sec- 
ond Edition) 8:199 

Uncle Sam and the Tort-Feasors: A Look at 
the Tax Consequences of Tort Settle- 
ment 8:257 

United States v. Sun Myung Moon: The Right 


of an Unpopular Defendant to a Bench 
Trial 8:445 


GOVERNMENT 


Immunity — Sovereign Immunity: The King 
Can Do No Wrong? 8:445 


INSURANCE 


Insurance Bad Faith Litigation 8:203 


JUDGES 


Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 
Should Judges Grease the Slow Wheels of 
Justice? A Survey on the Effective- 
ness of Judicial Mediary Techniques 

8:83 


JURIES 


United States v. Sun Myung Moon: The Right 
of an Unpopular Defendant to a Bench 
Trial 8:445 

What Makes Juries Listen 8:509 


JURISDICTION 


Admiralty — Vessels Without A Nationality 
are Subject to United States Jurisdic- 
tion 8:335 


L 
LEGAL EDUCATION 


Misdemeanor Prosecution Practicum: A Clin- 
ical Experience 8:219 


M 
MEDICINE 


Fundamentals of Disability Determination and 
Rehabilitation; A Higher Ground for 


the Applied Neurobehavioral Sciences 
8:337 


MOTIONS 


Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 


N 
NEGLIGENCE 


Negligence —Is Violation of Swimming Pool 
Safety Regulations Negligence Per Se? 
8:193 

Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 


NONFEASANCE 


Soldano v. O’Daniels: A Reformation of the 
Common Law Rule of Nonliability for 
Nonfeasance 8:159 


P 
PLEA BARGAIN 


Mabry v. Johnson: The Supreme Court Sees 
the Forest Through the Trees, Re- 
verses Plea Bargain Decision 8:267 


PLEADINGS 


Criminal Procedure — Entrapment — The Effect 
of Denying the Elements of the Crim- 
inal Charged on the Availability of 
Entrapment as a Defense 8:197 

Dismissal of a Derivative Suit: The Zapata 
Test Can Work 8:485 





Injunction — Constitutional Law — Restraint 
of Picketing — Violative of Free Speech 
8:501 

Sovereign Immunity: The King Can Do No 
Wrong? 8:471 

Statutes of Limitation— Abestos Litigation — 
A Trend Toward the Discovery Rule 
8:315 

Statutes of Limitation—Defendant’s Absence 
from State — When the Defendant 
Leaves Town, Does He Take the Stat- 
ute With Him? 8:183 

Statutes of limitation—Effect of Death of 
Liable Party—Is the Statute Buried 
with the Defendant? 8:189 

Statutes of Limitation — Fictitious Parties — Does 
John Doe Toll the Statute? 8:177 

Statutes of limitation— Personal Injury Not 
Covered by Specific Statutes — The 
“Catch-all” 8:311 

Statutes of Limitation— Products Liability — 
Tort or Contract?— Which Statute of 
Limitations Apply 8:321 


POST-TRIAL 


Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 


PRESENT VALUE 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 


PRETRIAL 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 

Right to Jury Trial—United States v. Sun 
Myung Moon: The Right of an Unpo- 
pular Defendant to a Bench Trial 8:445 

Dismissal of a Derivative Suit: The Zapata 
Test Can Work 8:485 

The Role of Litigation 8:419 


PRETRIAL PROCEDURE 


Deposition Preparation: A Methodological 
Approach 8:241 

Plea Bargain— Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 


Production of Documents— United States v. Doe: 
Fifth Amendment Protection from the 
Compulsory Production of Documents 
8:293 

Judicial Mediary Techniques — Should Judges 
Grease the Slow Wheels of Justice? 
A Survey on the Effectiveness of Ju- 
diciary Mediary Techniques 8:83 


PRIVILEGES 


Constitutional Law — First Amendment Pro- 
tections Bow Before the Need to De- 
velop Relevant Evidence 8:499 

Sovereign Immunity: The King Can Do No 
Wrong? 8:471 


PROCEDURE 


Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 
Name Calling at Trial: Placing Parameters 

on the Prosecutor 8:385 


PRODUCTS LIABILITY 


Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 

The Role of Litigation 8:419 


PROSECUTORIAL MISCONDUCT 


Asbestos Litigation — Statutes of Limitation — 
Asbestos Litigation — A Trend Toward 
the Discovery Rule 8:315 

Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Prosecutorial Misconduct — Arguing Facts Not 
in Evidence 8:331 

Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 


PSYCHOLOGY 


Fundamentals of Disability Determination and 
Rehabilitation: A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 


R 
REMEDIES 


Injunction — Constitutional Law — Restraint 
of Picketing — Violative of Free Speech 
8:501 





Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 

Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 

Should Judges Grease the Slow Wheels of 
Justice? A Survey on the Effective- 
ness of Judicial Mediary Techniques 
8:83 


S 
SEARCH AND SEIZURE 


Search and Seizure—Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 


SELF-INCRIMINATION 


United States v. Doe: Fifth Amendment Pro- 
tection from the Compulsory Produc- 
tion of Documents 8:293 


SETTLEMENT 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 

Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 

Should Judges Grease the Slow Wheels of 
Justice? A Survey on the Effective- 
ness of Judicial Mediary Techniques 
8:83 

Uncle Sam and the Tort-Feasors: A Look at 
the Tax Consequences of Tort Settle- 
ment 8:257 


STATUTES 


Connecticut v. Teal: In Disparate Impact Cases 
Brought Under Title VII, The Em- 
ployer’s “Bottom Line” is No Defense 
8:121 

Survey of State “Good-Time” Laws 8:57 


STATUTES OF LIMITATION 


Asbestos Litigation—A Trend Toward the 
Discovery Rule 8:315 

Defendant’s Absence From State — When the 
Defendant Leaves Town, Does He Take 
the Statute with Him? 8:183 

Effect of Death of Liable Party —Is the Stat- 
ute Buried With the Defendant? 8:189 


Fictitious Parties— Does John Doe Toll the 
Statute? 8:177 

Personal Injury Not Covered by Specific 
Statutes— The “Catch-all” 8:311 

Products Liability — Tort or Contract? — 
Which Statute of Limitations to Apply 
8:319 


STOCKHOLDERS 


Dismissal of a Derivative Suit: The Zapata 
Test Can Work 8:485 


T 
TAXATION 


Uncle Sam and the Tort-Feasors: A Look at 
the Tax Consequences of Tort Settle- 
ment 8:257 


TECHNIQUES 


A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 

Acting Within the Law 8:115 

Cross Examination—A Primer for Trial Ad- 
vocates 8:11 

Deposition Preparation: A Methodological 
Approach 8:241 

Judicial Mediation—Should Judges Grease 
the Slow Wheels of Justice? A Survey 
on the Effectiveness of Judicial Me- 
diary Techniques 8:83 

What Makes Juries Listen 8:509 


TORTS 


Fixed Versus Variable Discount Rates and 
Reduction to Present Value 8:377 

Federal Tort Claims Act—Sovereign Immu- 
nity: The King Can Do No Wrong? 
8:471 

Fundamentals of Disability Determination and 
Rehabilitation; A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 

Insurance Bad Faith Litigation 8:203 

Negligence —Is Violation of Swimming Pool 
Safety Regulations Negligence Per Se? 
8:193 

Recovery of Damages for the Negligent Infl- 
iction of Emotional Distress in Prod- 
ucts Liability Cases 8:137 

The Role of Litigation 8:419 





Soldano v. O’Daniels: A Reformation of the 
Common Law Rule of Nonliability for 
Nonfeasance 8:159 

Statutes of Limitation— Asbestos Litigation — 
A Trend Toward the Discovery Rule 
8:315 

Statutes of Limitations— Personal Injury Not 
Covered by Specific Statutes—The 
“Catch-all” 8:311 

Statutes of Limitation— Products Liability — 
Tort or Contract? — Which Statute of 
Limitations to Apply 8:319 

Uncle Sam and the Tort-Feasors: A Look at 
the Tax Consequences of Tort Settle- 
ment 8:257 


TRIAL 


Acting Within the Law 8:115 

A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 

Defenses — Connecticut v. Teal: In Disparate 
Impact Cases Brought Under Title VII, 
the Employer’s “Bottom Line” is No 
Defense 8:121 

Dismissal of a Derivative Suit: The Zapata 
Test Can Work 8:485 

Domestic Relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 

Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Prosecutorial Misconduct — Arguing Facts Not 
in Evidence 8:331 

Prosecutorial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 

What Makes Juries Listen 8:509 


U 
UNITED STATES 


Admiralty — Vessels Without A Nationality 
Are Subject to United States Juris- 
diction 8:335 

Litigation with the Federal Government 8:199 

Taxation — Uncle Sam and the Tort-Feasors: 
A Look at the Tax Consequences of 
Tort Settlement 8:257 


WwW 
WITNESSES 


A Strategy for Effective Use of the Court- 
room During Direct Examination 8:205 

Cross Examination—A Primer for Trial Ad- 
vocates 8:11 

Deposition Preparation: A Methodological 
Approach 8:241 

Domestic Relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 

Fundamentals of Disability Determination and 
Rehabilitation: A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337 





TABLE OF CASES 


A 


A. McCoy’s, Inc. v. Garner 8:191 

Abbey v. Computer & Communs. Technology 
8:495 

Abbey v. Control Data Corp. 8:489, 496 

Abramowitz v. Posner 8:495, 496 

Adams v. State 8:478 

Aetna Life & Casualty v. Anderson 8:8, 9 

Airco v. Simmons Nat'l Bank 8:424 

Akin v. State 8:413 

Akron Center for Reproductive Health, Inc. 
v. City of Akron 8:326 

Albemarle Paper Co. v. Moody 8:121, 124 

Albers v. Church of the Nazarene 8:194 

Alessi v. State 8:472 

Alexander v. Chicago Park Dist. 8:500 

Alford v. Shaw 8:485, 491 

Allen v. Allen 8:93 

Allstate Ins. Co. v. Metropolitan Sewerage 
Comm'n 8:480 

Alvis v. Ribar 8:435 

Amaya v. Home Ice, Fuel & Supply Co. 8:140 

Amer. Safety Equip. Corp. v. Winkler 8:429 

American Exch. Bank v. United States 8:476 

American Lithographic v. Werchmeister 8:306 

American Radio Ass’n v. Mobile Steamship 
Ass'n 8:501 

Anderson v. Atchison, T. & S.F. Ry. 8:170 

Anderson v. Hyster Co. 8:423 

Anderson v. North Carolina 8:282 

Anderson v. Somberg 8:438 

Anderson v. State 8:417 

Anderson v. Sybron Corp. 8:312, 316 

Andresen v. Maryland 8:305 

Andrews v. Mississippi R. 8:302 

Andrus v. P-Burg. Coal Co. 8:326 

Anyon v. Industrial Comm'n 8:502 

Archer v. Nationa! Bank of Farifax 8:192 

Arctic Structures, Inc. v. Wedmore 8:436 

Armour v. Allen 8:312 

Aronson v. Lewis 8:487, 490, 491, 492, 493, 
494, 495, 496 

Atkins v. Crosland 8:321 

Atlanta Veterans Transp. Inc. v. Cagle 8:433 

Auerbach v. Bennett 8:489 

Austin v. Memphis Publ. Co. 8:500 

Autera v. Robinson 8:6, 87 

Avner v. Longridge Estates 8:438 

Ayers v. Jackson Township 8:433 


B 
Bain v. State 8:416 


Baird v. United States 8:475, 478 

Balido v. Improved Machinery, Inc. 8:423 

Ballard v. State 8:413 

Ballew v. A.H. Robins Co., 8:312, 320 

Baltimore & O.R.R. v. International Com- 
merce Comm'n 8:306, 307 

Banks v. Jefferson Bottling Co. 8:138 

Barker v. Lull Engineering Co. 8:423 

Barone v. Barone 8:313 

Barr v. Matteo 8:482 

Barry v. State 8:417 

Bartley v. Childers 8:194 

Baton Rouge Coca-Cola Bottling Co. v. Gen- 
eral Truck Drivers Local No. 5 8:502 

Battalla v. State 8:137 

Battilla v. Allis-Chalmers Mfg. Co. 8:437 

Battle v. Illinois Civil Serv. Comm'n 8:502 

Baxter v. Ford Motor Co. 8:429 

Baxter v. Palmigiano 8:299 

Bayshore v. State 8:415 

Beach v. Shanley 8:500 

Bean v. Texas Int'l Airlines 8:314 

Becker v. IRM Corp. 8:438 

Beckwith v. United States 8:300 

Bell v. Bolger 8:126 

Bell v. Chisom 8:471, 481 

Bellis v. United States 8:296, 305, 306-07 

Bennett v. Local 456, Teamsters & Chauf- 
feurs Union 8:501 

Bent v. Read 8:187 

Berger v. United States 8:331, 386, 399, 452, 
455 

Bergert v. Tietjens 8:194 

Bergman v. Turpin 8:185 

Bergstrom v. Sears, Roebuck & Co. 8:7 

Beynum v. United States 8:332 

Bichler v. Eli Lilly & Co. 8:433 

Bigelow v. Ingersoll 8:478 

Bilouns Elec. Serv. v. City of Wilmington 
8:477 

Blackledge v. Allison 8:271, 286, 290 

Blackledge v. Perry 8:452 

Bly v. Otis Elevator Co. 8:427 

Board of Educ. v. United States Gypsum Co. 
8:323 

Board of Trustees v. Krasnowski 8:502 

Board of Trustees v. State 8:502 

Boatwright v. State 8:399, 416 

Bobbitt v. Tannewitz 8:188 

Bonner v. State 8:331 

Bordenkircher v. Hayes 8:282, 283, 286, 290 

Borel v. Fibreboard Paper Products Corp. 
8:317, 421, 431 





Bormann v. Tomlin 8:326 

Bose Corp. v. Consumers Union of United 
States, Inc. 8:429 

Bosley v. Andrews 8:140 

Boucher v. Main Employment Sec. Comm'n 
8:329 

Bourhill v. Young 8:139 

Bowman v. General Motors Corp. 8:426 

Bowman v. Williams 8:144 

Boyd v. United States 8:293, 296, 297, 298, 
302, 303, 304-05 

Boykin v. Alabama 8:270, 286 

Bradley Center, Inc. v. Wessner 8:165 

Brady v. U.S. 8:268, 286, 289 

Braithwaite v. United States 8:405 

Braniff Airways, Inc. v. Curtiss-Wright Corp. 
8:425 

Branzburg v. Hayes 8:499 

Braun v. Craven 8:137 

Brazil v. State 8:415 

Breedlove v. State 8:405, 406, 415 

Breines v. State 8:416 

Brennan v. Gibson’s Prod., Inc. 8:326 

Brewer v. Williams 8:282 

Bright v. Moore 8:191 

Brochn v. Ortho Pharmaceutical Corp. 8:427 

Brock v. State 8:416 

Brooks v. United States 8:474 

Broomfield v. State 8:416 

Brotherton v. Manhattan Beach Import Co. 
8:195 

Brown v. American Broad. Co. 8:313 

Brown v. Armstrong World Indus. 8:316 

Brown v. New Haven Civil Ser. Bd. 8:122 

Brown v. State 8:413 

Brown v. State 8:416 

Brown v. State 8:417 


Brown v. Tatro 8:472 


Browning v. City of Gadsden 8:178 
Bruce v. Martin-Marietta Corp. 8:424 
Brumm v. Goodall 8:194 

Bryant v. Hercules Inc. 8:427 

Bryant v. Sanders 8:186 

Buch v. Amory Mfg. Co. 8:159 
Buckeye Int'l, Inc. v. Commissioner &:264 
Buckhann v. State 8:410 

Buckner v. Freightliner Corp. 8:147-49 
Buckner v. GAF Corp. 8:317 

Buhrle v. State 8:507 

Bullard v. State 8:415 

Bullman v. Fagin 8:296 

Bullock v. State 8:279 


Bumby & Stimpson, Inc. v. Peninsula Utils. 


Corp. 8:414 
Burcl v. N.C. Baptist Hosp. Inc. 8:179 


Burks v. Sasker 8:486 
Burns v. Hufstetler 8:401 
Burns v. State 8:417 
Burr v. State 8:417 

Bush v. State 8:416 


C 


C. Comella, Inc. v. United Farm Workers 
Org. Comm. 8:502 

Caban v. United States 8:476 

Cabell v. State 8:478 

Cabot v. Clearwater Constr. Co. 8:179 

Cain v. Macklin 8:479 

Caldero v. Tribune Publ. Co. 8:500 

California Bankers Ass’n v. Shultz 8:302, 305 

California v. Minjares 8:395 

Camara v. Municipal Court 8:325 

Campbell v. Reed 8:409 

Canadian Transp. Co. v. United States 8:476 

Cannon v. Tant 8:190 

Cantrell v. Carruth 8:194 

Capital Bakers v. Local Union No. 464 8:502 

Caputzal v. Lindsay Co. 8:147, 148 

Carlson v. State 8:478 

Carpenter v. Johnson 8:191 

Carpenter v. Stephen F. Austin State Univ. 
8:126 

Carr v. Internat. Harv. Co. 8:421 

Carr v. State 8:416 

Carrido v. Markus 8:180 

Carroll v. New York Pie Baking Co. 8:148, 
153 

Carroll v. Pratt 8:8 

Carrs v. State 8:388 

Carter v. Massey-Ferguson, Inc. 8:424 

Cartwright v. Chrysler Corp. 8:321 

Case v. Miller 8:190 

Castro v. Harris County 8:181 

Cazalas v. Johns-Manville Sales Corp. 8:316 

Cernes v. Pittsburg Coca-Cola Bottling Co. 
8:148 

Chandler Supply Co. v. City of Boise 8:478 

Chapman v. California 8:402 

Chapman v. State 8:415 

Chavez v. State 8:404 

Chavez v. State 8:197 

Chown v. USM Corp. 8:424 

Christopherson v. Hyster Co. 8:424 

Christy v. Prestige Builders, Inc. 8:159, 164 

Cinnaminson Township Bd. of Educ. v. U.S. 
Gypsum Co. 8:430 

Cities Serv. Co. v. Florida 8:430 

Citizens Bank & Sav. Co. v. Wolfe Sales Co. 
8:312 

Citron v. ARO Corp. 8:93 





City of Atlanta v. Whatley 8:479 

City of Hartford v. Associated Construction 
Co. 8:438 

City of Longmont v. Swearingen 8:194 

City of Sac v. Bentson 8:480 

Clarion Corp v. American Home Prod. Corp. 
8:87 

Clark Enters., Inc. v. Holywell Corp. 8:494 

Clark v. State 8:407 

Clay v. Johns-Manville Sales Corp. 8:317 

Clinton v. State 8:400, 407 

Coath v. Jones 8:165 

Cobb v. State 8:402 

Coca-Cola Bottling Co. of Arkansas v. Langs- 
ton 8:148, 152 

Coca-Cola Bottling Co. v. White 8:147, 152 

Cochrane v. Turner 8:185 

Cohens v. Virginia 8:472 

Colbert v. State 8:465 

Cole v. State 8:465 

Coleman v. Alabama 8:282 

Coleman v. Shaw 8:193 

Coleman v. State 8:415 

Coles v. Peyton 8:281, 282 

Collin v. Smith 8:502 

Collins v. Eli Lilly Co. 8:422, 433 

Collins v. Riverside Amusement Park Co. 
8:194 

Collins v. State 8:408, 415 

Columbia Eng’g Int'l, Ltd. v. Espey 8:178 

Columbia Pictures Industries, Inc. v. Schnei- 
der 8:85 

Commercial Truck & Trailer Sales, Inc. v. 
McCampbell 8:322 

Commercial Union Ins. Co. v. Bringol 8:180 

Commonwealth v. Balakin 8:391 

Commonwealth v. Corsetti 8:500 

Commonwealth v. Frazier 8:332 

Commonwealth v. Noffke 8:502 

Commonwealth v. Travaglia 8:332 

Concerned Jewish Youth v. McGuire 8:501 

Coney v. J.L.G. Industries, Inc. 8:435, 436 

Connecticut State Bd. of Labor Rel. v. Fagin 
8:500 

Connecticut v. Teal 8:121-23, 125-26, 
130-35 

Connell v. Norton Coca-Cola Bottling Co. 
8:147, 151, 152 

Connelly v. Kaufman & Baer Co. 8:165 

Consolidation Coal Co. v. International Union, 
UMW 8:502 

In re Continental Illinois Securities Litiga- 
tion 8:496, 497, 498 

Continental S. Lines v. Robertson 8:165 

Coolidge v. New Hampshire 8:224 

Cooper v. State 8:415 


Cooper v. Thomas 8:178, 320 

Cooper v. United States 8:268-70, 272, 275, 
278-85, 287-89, 291 

Copeland v. Armstrong Cork Co. 8:316 

Corbitt v. New Jersey 8:290 

Corda v. Brook Valley Enter., Inc. 8:194 

Correale v. United States 8:271, 277 

Corso v. Merrill 8:141 

Costa v. Markey 8:126, 129-32 

Cote v. Burroughs Wellcome Co. 8:330 

Cote v. Litawa 8:140 

Couch v. United States 8:296, 302, 303, 
305-06 

County of Johnson v. United States Gypsum 
Co. 8:317 

Craft v. State 8:388 

Craver v. State 8:197 

Crescent Wharf & Whse. Co. v. Commis- 
sioner 8:262 

Crocker v. People 8:387, 393 

Cronin v. J.B.E. Olson Corp. 8:426 

Crystal Coca-Cola Bottling Co. v. Cathey 8:151, 
152 

Curcio v. United States 8:305, 307 

Cushing Coca-Cola Bottling Co. v. Francis 
8:148 

Custer v. Atlantic & Pac. Tea Co. 8:165 

Cvecich v. Giardino 8:187 


D 


D’Ambra v. United States 8:147 

Dahlstrom v. United States 8:476 

Dakin v. State 8:408 

Dalehite v. United States 8:474, 475, 476, 
478, 482, 483 

Daniel v. American Optical Corp. 8:320 

Dankese v. Defense Logistics Agency 8:9 

Darden v. Wainwright 8:416 

Dare v. Montana Petroleum Mktg. Co. 8:329 

David v. State 8:413 

Davis v. Gibson Products Co. 8:438 

Davis v. State 8:404 

Davis v. United States 8:296 

DeGregory v. Geising 8:501 

DeRusse v. State 8:279 

DeStafney v. University of Alabama 8:472, 
480, 481, 482, 484 

Dedmon v. Falls Prod., Inc. 8:184 

Delaney v. Towmotor Corp. 8:423 

Delaney v. United States 8:451 

Deller v. Smith 8:190 

Demerath v. Nestle Co. 8:330 

Demick v. State 8:416 

Denney v. Serio 8:178 





Dennis v. United States 8:451 

Denver Local Union 13 v. Buckingham Transp. 
Co. 8:502 

Depue v. Flateau 8:164 

Derouen v. City of Iberia 8:479 

Devlin v. Safeway Stores, Inc. 8:170 

Dew v. Appleberry 8:185 

Dickens v. Puryear 8:314 

Dillon v. Legg 8:140, 145, 146, 148, 154, 174 

Dirsa v. Martuscello 8:152 

Dixon v. New York Trap Rock Corp. 8:143 

Dixon v. State 8:415 

Dixon v. State 8:416 

Dobb v. Baker 8:165 

Donaho v. State 8:389 

Donovan v. Dewey 8:326 

Donovan v. State 8:413 

Dorman v. State 8:332 

Dothard v. Rawlinson 8:134 

Dove v. Lowden 8:165 

Downing v. Monitor Publ. Co. 8:500 

Downs v. United States 8:476 

Drake v. Raybestos-Manhattan, Inc. 8:317 

Dreier v. United States 8:307 

DuPuy v. Director, Office of Workers’ Com- 
pensation 8:6 

Duda v. Gaines 8:165 

Dugan v. City of Burlington 8:479 

Dugan Oil Co. v. Coalition of Area Labor 
8:502 

Dulieu v. White & Sons 8:138-39 

Duncan v. Louisiana 8:446, 452 

Dunlop v. Hertzler Enters., Inc. 8:326 

Durkee v. Commissioner &:259, 261 

Dusky v. United States 8:344, 345 

Duval County School Bd. v. Florida Public 
Employees Relations Comm'n 8:502 

Dye-Washburn Hotel Co. v. Aldridge 8:165 

Dyson v. United States 8:332 


E 


Eason v. Middleton 8:178 

Eastburn v. Ford Motor Co., 8:312 

Edwards v. State 8:399, 400, 405, 411, 415 

Elam v. State 8:407 

Ellis v. D’Angelo 8:165 

Ellmer v. City of St. Petersburg 8:480 

Elmore v. American Motors Corp. 8:147, 430 

Emhart Indus. v. Amalgamated Local Union 
376 8:502 

Employers Commercial Union Co. v. West- 
inghouse Elec. Corp. 8:322 

Emspak v. United States 8:299 

Enterra Corp. v. SGS Assocs. 8:488 


Epstein v. Frank 8:187 

Equat Employment Opportunity Comm'n v. 
Navajo Ref. Co. 8:122 

Equal Employment Opportunity Comm'n v. 
Trailways, Inc. 8:122 

Erie R.R. v. Thompkins 8:8 

Essgee Co. of China v. United States 8:306 

Estate of Mathes v. Ireland 8:165 

Evans v. Chipps 8:314 

Ewing v. Pittsburg C.C. & St. L. Ry. 8:137 

Expo, Inc. v. City of Pussaic 8:480 


F 


Falsone v. United States 8:302 

Falzone v. Busch 8:157 

Family Sav. & Loan, Ine. v. Ciccarello 8:313 

Farmer v. L.D.1., Ine. 8:181 

Farmer v. State ex rel. Russel 8:165 

Farr v. Bell 8:192 

Farr v. Pitchess 8:499 

Farwell v. Keaton 8:170 

Federal Deposit Ins. Corp. v. Fagan 8:191 

Federal Mogul Corp. v. Universal Constr. 
Co. 8:312, 320 

Feldscher v. E & B, Inc. 8:194 

Feres v. United States 8:474 

Ferguson v. Moore 8:385 

Fernandez v. State 8:416 

Fernon v. Itkin 8:184 

Fielder v. State 8:507 

Filler v. Rayex Corp. 8:421 

Fineberg v. Lincoln-Phelps Apartment Co. 
8:165 

Fingerhut Mfg. Co. v. Mack Trucks, Inc. 8:9 

First Wisconsin Nat'l Bank v. Klapmeier 
8:111 

Fisher v. United States 8:293-94, 297, 298, 
301-05, 310 

Flicker v. State 8:408, 409 

Floyd v. Rentrop 8:180 

Flynn v. Kalb 8:194 

Fordyce Concrete v. Mack Trucks, Inc. 8:430 

Foster v. Butler 8:187 

Frankel-Warwick Ltd. v. Local 274, Hotel, 
Bartenders & Restaurant Employees Union 
8:502 

Frazee v. Western Dairy Prod. 8:145 

Frazier v. Cup 8:389 

Freenan v. City of Norfolk 8:480 

Friddle v. State 8:416 

Friedman v. Peoples Serv. Drug Stores, Inc. 
8:321 

Friend v. Leidinger 8:122 

Fulgence v. J. Ray McDermott & Co. 8:7 





Furnco Constr. Corp. v. Waters 8:122 
Fusco v. Johns-Manville Prod. Corp. 8:317 
Fussell v. State 8:416 


G 


G.M. Leasing Corp. v. United States 8:326 

Gadsden County Times, Inc. v. Horne 8:500 

Gagnon v. District Ct. 8:500 

Gains v. State 8:408 

Gallon v. State 8:416 

Galluppi v. Viele 8:180 

Gamewell Manufacturing, Inc. v. HVAC Sup- 
ply, Inc. 8:8 

Garcia v. Flores 8:185 

Garcia v. Halsett 8:438 

Garner v. United States 8:300 

Garrett v. Raytheon Co. 8:312 

Garrett v. State 8:197 

Garrison v. Commonwealth 8:386 

Garrison v. Louisiana 8:429 

Garst v. General Motors Corp. 8:425 

Gaston v. Hunter 8:422 

Gaston v. State 8:406 

Gattis v. Chavez 8:314 

In re Gault 8:298, 299 

Gauvin v. City of New Haven 8:477 

Gay v. A & P Food Stores 8:147, 152 

General Servs. Employees Union Local No. 
73 v. NLRB 8:501 

In re General Tire & Rubber Co. 8:496 

Genzer v. Cunningham 8:489 


George Campbell Painting Corp. v. Reid 8:305, 
307 


Georgia Communic. Corp. v. Horne 8:500 

Gertz v. Robert Welch, Inc. 8:429 

Ghostly v. Hetland 8:9 

Gibson v. Erie Lackawanna Ry. 8:93 

Giddens v. Sumner 8:190 

Gilbert v. Allied Chem. Co. 8:500 

Gilbert v. California 8:304 

Gilbert v. John Gendusa Bakery 8:151, 152 

Gipson v. Lockhart 8:197 

Gladden v. Frazier 8:389 

Glanzer v. Shepard 8:164 

Glen v. Hongisto 8:502 

Gomez v. State 8:332, 400, 404, 415 

Gompers v. Buck Stove & Range Co. 8:299 

Gonzalez v. State 8:403 

Goode v. Walt Disney World Co. 8:194 

Gouled v. United States 8:296 

Government of the Virgin Islands v. Scotland 
8:268, 269, 270, 279, 275, 283-84, 288 

Grand Forks Herald v. District Ct. 8:500 

In re The Grand Jury Empannelled March 
19, 1980 8:294 


Grant v. State 8:400, 404 

Grant v. United States 8:302, 306 

Gray v. Johnson 8:185 

Gray v. State 8:398 

Gray v. State 8:407 

Great A. & P. Tea Co. v. Roch 8:138 

Green v. John H. Lewis & Co. 8:7 

Green v. State 8:404, 415 

Green v. State 8:415 

Green v. United States 8:281 

Greenman v. Yuba Power Prods. 8:147, 148, 
154 

Greiner v. Volkswagenwerk Aktiengesells- 
chaft 8:427 

Griffin v. California 8:407 

Griffin v. United States 8:389 

Griffin v. United States 8:476 

Griggs v. City of Goddard 8:480 

Griggs v. Duke Power Co. 8:121, 124-25, 131- 
32, 135 

Grimshaw v. Ford Motor Co. 8:434 

In re Grist’s Estate 8:190 

Griswold v. Connecticut 8:296 

In re Groban 8:299 

Grosso v. United States 8:299 

Ex Parte Grothe 8:499 

Guarino v. Mine Safety Appl. Co. 8:430 

Guthrie v. North Carolina State Ports Au- 
thority 8:483 


H 


H.R. Moch Co. v. Rensselaer Water Co. 8:163 
Haber v. Bell 8:487 

Hader v. Eastman 8:190 

Haft v. Lone Palm Hotel 8:194 

Hahn v. Perkins 8:195 

Hale v. Henkel 8:306, 307 

Hall v. State 8:402, 403 

Halstead v. United States 8:438 

Ham v. South Carolina 8:450 
Hambrook v. Stokes Bros. 8:145 
Hamilton v. Alabama 8:282 

Hamilton v. State 8:413 

Hampton v. State 8:331 

Handiboe v. McCarthy 8:175 

Handley v. City of Montgomery 8:501 
Handley v. Town of Shinnston 8:313 
Handy v. Smith 8:192 

Hansen v. A.H. Robins Co. 8:438 
Hansen v. City of St. Paul 8:478 
Harich v. State 8:416 

Harley-Davidson Motorsports v. Markley 8:429 
Harned v. E-Z Finance Co. 8:140 
Harper v. State 8:415 

Harper v. State 8:411, 413 





In re Harris 8:302 

Harris v. Coca-Cola Bottling Co. of Chicago 
8:151, 152 

Harris v. LaQuinta-Redbird Joint Venture 
8:194 

Harris v. State 8:415 

Harris v. State 8:416 

Harris v. United States 8:395 

Harrison v. Canada Dry Corp. 8:147-48, 152 

Harvell v. Ireland Elec. Co. 8:178 

Hasan v. Clevetrust Realty Investors 8:491 

Hass v. Hayslip 8:471 

Hattiesburg Coca-Cola Bottling Co. v. Cawley 
8:149, 150, 152 

Hawaii Psychiatric Soc. v. Ariyoshi 8:326 

Hawes v. Oakland 8:485, 487 

Haynes v. United States 8:308 

Hazelwood School Dist. v. United States 8:131 

Healey v. State 8:417 

Heaton v. Ford Motor Co. 8:426 

Heideck v. Kent Gen. Hosp., Inc. 8:330 

Helle v. Landmark, Inc. 8:329-30 

Hempstead v. General Fire Extinguisher 
Corp. 8:438 

Hensley v. Eckerhart 8:6 

Hercules Powder Co. v. Crawford 8:165 

Hieber v. Central Ky. Traction Co. 8:163 

Hill v. State 8:387 

Hiller v. Kawasaki Motors 8:429 

Hinton v. Hobbs 8:178 

Hixson v. Salem Corp. 8:321 

Hodge v. Commissioner 8:259 

Hoffman v. United States 8:298 

Holden v. Kayser Roth Corp. 8:149 

Hollan v. State 8:332 

Hollinger v. Shoppers Paradise of New Jer- 
sey, Inc. 8:421 

Holt v. Alleghany Corp. 8:489 

Holt v. United States 8:304 

Holy Spirit Ass’n v. Tax Comm’r 8:445 

Home Ins. Co. v. Stuart-McCorle, Inc. 8:320 

Hooks v. Washington Sheraton Corp. 8:194 

Hopkinson v. State 8:332 

Horner v. Florida 8:391 

Hosein v. Checker Taxi Co. 8:159 

Housh v. Peth 8:138 

Howard v. Blair 8:187 

Howard v. United Fuel Gas Co. 8:321 

Huff v. State 8:415 

Huff v. State 8:331 

Huhn v. Dixie Ins. Co. 8:479 

Humphries v. Going 8:179 

Hundley v. Martinez 8:321 

Hunicke v. Meramac Quarry Co. 8:172 

Hurst v. State 8:500 


Huss v. Central R.R. 8:187 

Huston v. Borough of Freemansburg 8:140 

Hutchins v. Wainwright 8:415 

Hutchinson v. Board of Trustees of Univer- 
sity of Alabama 8:481 


I 


Ibn-Tamas v. United States 8:506 

Illinois Power Co. v. Latham 8:502 

Imbler v. Pachtman 8:411 

In the Matter of LaMarre 8:92-93 

Indian Towing Co. v. United States 8:475, 
476 

International Shoe Co. v. Commissioner 8:261 

International Shoe Co. v. Washington 8:183 

Iranian Muslim Org. v. City of San Antonio 
8:502 

Irvin v. Dowd 8:447, 450, 451, 455 

Ivory v. Fitzpatrick 8:189 


J 


Jackson v. Housing Opport. Comm'n 8:483 

Jackson v. Johns-Manville Sales Corp. 8:434 

Jackson v. State 8:398, 399, 400, 401, 404, 
406, 409, 411 

Jackson v. State 8:198 

Jacob E. Decker & Sons, Inc. v. Capps 8:151 

Jacobson v. Southern Biscuit Co. 8:181 

Jacron Sales Co. v. Sindorf 8:429 

Jennings v. State 8:416 

Jet America, Inc. v. Gates Learjet Corp. 
8:320 

Johannsen v. Steuart 8:163 

Johnson Bros. Wholesale Liquor Co. v. United 
Farm Workers 8:502 

Johnson v. California 8:165 

Johnson v. Goodyear Tire & Rubber Co. 
8:122 

Johnson v. Mabry 8:267-70, 272, 275, 280-82, 
285-88, 289, 291-92 

Johnson v. National Beef Packing Co. 8:330 

Johnson v. Salt Lake City Corp. 8:477 

Johnson v. State 8:267, 286 

Johnson v. State 8:404 

Johnson v. State 8:406 

Johnson v. State 8:478 

Johnson v. United States 8:224 

Johnson v. United States 8:301 

Johnson v. Zerbst 8:281 

Jones v. Cunningham 8:289 

Jones v. Lummus 8:189 

Jones v. Philco-Ford 8:180 

Jones v. State 8:400 

Jones v. State 8:417 





Jones v. Two Rivers Ford, Inc. 8:194 

Jones v. Womack 8:190 

Jones v. Young 8:191 

Justices of Boston Municipal Court v. Lydon 
8:289 


K 


K&K Constr. Co. v. NLRB 8:501 

K/F Dev. & Inv. Corp. v. Williamson Crane 
& Dozier Corp. 8:312 

Kalen v. Terre Haute & I.R.R. 8:139 

Kambour v. Boston & Me. R.R. 8:165 

Kaplan v. Centex Corp. 8:488, 498 

Kastigar v. United States 8:309 

Kately v. Wilkinson 8:147, 153, 154 

Kaufman v. Belmont 8:494, 495 

Keating v. Jones Dev. of Missouri, Inc. 8:194 

Keene Corp. v. Ins. Co. of No. America 8:434 

Kelley v. Shropshire 8:320 

Kellum v. State 8:414 

Kercheval v. United States 8:281 

Kinchen v. State 8:408, 415 

Kindell v. State 8:415 

King v. Commonwealth 8:388 

King v. Seitzingers, Inc. 8:316, 320 

Kirk v. State 8:399 

Kisner v. Fiori 8:185 

Klassa v. Milwaukee Gas Light Co. 8:156 

Klutz v. Beam 8:326 

Knuckles v. Commissioner 8:261 

Kopera v. Moschella 8:194 

Koplin v. Louis K. Liggett Co. 8:140 

Kosters v. Seven-Up Co. 8:438 

Krattenstein v. G. Fox & Co. 8:111 

Kroger Co. v. Beck 8:147, 152 


L 


L.S. Ayres & Co. v. Hicks 8:164, 165 

Lamberto v. Brown 8:500 

Landers v. East Texas Salt Water Disp Co. 
8:433 

Landes v. Department of Professional Reg- 
ulation 8:312 

Lane v. Collins 8:138 

Lane v. State 8:416 

Langheim v. Denison Fire Dept. Swimming 
Pool Ass’n 8:194 

Lankford v. Sullivan, Long & Haggery 8:437 

Lara v. State 8:417 

Large v. Bucyrus-Erie Co. 8:313, 317 

Larsen v. General Motors Corp. 8:428 

Lay v. University of New Orleans Lakefront 
8:314 

Layne v. Chicago & Alton R.R. 8:165 


Layton v. State 8:415 

League of United Latin Am. Citizens v. City 
of Santa Ana 8:122 

Leavine v. State 8:414 

Lee v. City of Richmond 8:122 

Lee v. Downey 8:189 

Lee v. Keck 8:190 

Leek v. Brasfield 8:169 

Leftwich v. Harris-Stowe State College 8:126, 
128-29 

Leggett v. Strickland 8:184 

Leikuold v. Valley View Commun. Hosp. 8:329 

Lemaldi v. De Tomaso of America, Inc. 8:149, 
150 

Lemoine v. Avoyelles Farms Coop. 8:521 

Lester v. State 8:414 

Lewis v. Anderson 8:489, 496 

Lewis v. Graves 8:485, 487 

Lewis v. McMasters 8:326 

Liberty Nat'l Bank & Trust v. Diamond 8:190 

Lindgren v. United States 8:475, 478 

Lindsey v. DeVaux 8:194 

Lipman v. State 8:415 

Lipton v. Dreamland Park Co. 8:194 

Liuzzo v. United States 8:476 

Local 32B-32J, Serv. Employees Int’l Union 
v. Port Auth. 8:501 

Local 391, Int’l Bhd. of Teamsters v. City of 
Rocky Mount 8:502 

Local Joint Bd. Hotel & Restaurant Employ- 
ees & Bartenders Int'l Union v. Sperry 


8:501 
Locke v. Johns-Manville Corp. 8:313, 317, 320, 
321 
Loomis v. Skillerns-Loomis Plaza, Inc. 8:187 
Lorillard v. Field Enters., Inc. 8:138 
Los Angeles Airways, Inc. v. Lummis 8:187 
Lostumbo v. Board of Educ. 8:479 
Lowry v. State 8:417 
Lucas v. Hesperia Golf & Country Club 8:194 
Luck v. Buffalo Lakes, Inc. 8:194 
Lyttle v. Denny 8:165 


M 


M Restaurants, Inc. v. San Francisco Local 
Joint Executive Bd. of Culinary Workers 
8:502 

M’Naughten’s Case 8:346 

MGM Brakes Division of Indian Head, Ince. 
v. Unibond, Inc. 8:94 

Mabry v. Johnson 8:267-69, 272, 285, 287, 289- 
92 

MacIntosh v. Milano 8:165 

Macias v. State 8:416 





Mackensworth v. American Trading Transp. 
Co. 8:87 

Macri v. Flaherty 8:186 

Maffel v. Nieves-Reta 8:162 

Main Line Theatres, Inc. v. Paramount Film 
Distributing Corp. 8:7 

Majesty v. Comet-Mercury-Ford Co. 8:320-21 

Malloy v. Hogan 8:298 

Mangeris v. Gorden 8:163, 168 

Mann v. State 8:159, 164 

Marburger v. Jackson 8:313 

Marchetti v. United States 8:299, 305, 308 

Maressa v. New Jersey Monthly 8:500 

Margaret S. v. Edwards 8:326 

Marin v. Southern Baptist Hosp. of New 
Orleans 8:314 

Marks v. Vehlow 8:500 

Marshall v. Barlow’s Inc. 8:326 

Marshall v. Halquist Stone Co. 8:326 

Marshall v. Nolichucky Sand Co. 8:326 

Marshall v. Stoudt’s Ferry Prep. Co. 8:326 

Martel v. Duffy-Mott Corp. 8:147, 152, 157 

Martin v. State 8:399 

Marzullo v. Maryland 8:282 

Massarsky v. General Motors Corp. 8:129 

Mathis v. Eli Lilly & Co. 8:322-23 

Matthews v. Carolina & N.W. Ry. 8:163 

Matthias v. United Pac. Ins. Co. 8:159, 164 

Mau v. Omaha Nat'l Bank 8:330 

Maxey v. Freightliner Corp. 8:434 

Maynard v. General Elec. Co. 8:321 

In re McAuley 8:500 

McCardle v. George B. Peck Dry Goods Co. 
8:140 

McCarthy v. Arndstein 8:299 

McCleary v. Morgan 8:180 

McCroskey v. Bryant Air Cond. Co. 8:317, 
322 

McFarland v. Grau 8:194 

McGee v. State 8:416 

McGee v. Vanover 8:141 

McGuire v. State 8:410 

McKee v. Rodgers 8:486 

McLurry v. City of Farmington 8:477 

McManaman v. United States 8:387 

McMann v. Richardson 8:282, 289 

MeMillan v. State 8:404, 415 

McNeil v. United States 8:331 

McPhaul v. United States 8:306 

Meade v. State 8:404, 405, 406, 411, 412, 415 

Medeiros v. Coca-Cola Bottling Co. of Turlock 
8:148, 152, 153 

Mellins v. State 8:197 

Merchants & Planters Nat'l Bank v. Apple- 
yard 8:188 


Meridian Amusement Concession Co. v. Rob- 
erson 8:194 

Merrill v. City of Manchester 8:479 

Metallic Compression Casting Co. v. Fitch- 
burg R.R. 8:169 

Meyers v. Keeler 8:485 

Micallef v. Miehle Co. 8:428 

Michael v. Cole 8:434 

Michaels v. State 8:415 

Michigan v. Clifford 8:325 

Mid-Cal. Nat'l Bank v. Fed. Reserve Bank 
8:163 

Middleton v. Whitridge 8:165 

Mikialian v. City of Los Angeles 8:159, 164 

Miller v. Grants Pass Irig. Dist. 8:471, 479, 
480, 484 

Miller v. Merrill, Lynch, Pierce, Fenner & 
Smith 8:190 

Miller v. Rackley 8:186 

Miller v. State 8:416 

Miller v. United Food & Commercial Work- 
ers Union, Local 498 8:501 

Mills v. Esmark, Inc. 8:495, 496 

Milton v. State 8:332 

Milton v. Wilkes 8:186 

Mink v. University of Chicago 8:147, 148 

Minton v. Whisenant 8:178 

Miranda v. Arizona 8:299 

Mitchell v. Fruehauf Corp. 8:428 

Mitchell v. Rochester Ry. 8:137, 139, 140, 
141, 143 

Mitchum v. State 8:405 

Mizell v. Eli-Lilly & Co. 8:432 

Mock v. Natchez Garden Club 8:194 

Mohorn v. State 8:417 

Molina v. State 8:401, 408, 409 

Moon v. Harco Drugs, Inc. 8:320 

Mooney v. Molohan 8:409 

Moore v. Michigan 8:282 

Moore v. Newell 8:501 

Morgan v. State 8:417 

Morris v. Oregon 8:478 

Moss v. Coca-Cola Bottling Co. 8:148, 152 

Mott v. City of Flora 8:90 

Moultis v. Degen 8:191 

Mountain Mobile Mix, Inc. v. Gifford 8:436 

In re Murchison 8:446 

Muller v. Stromberg Carlson Corp. 8:330 

Mullis v. State 8:506 

Murphree v. Raybestos-Manhatten, Inc. 8:317 

Murphy v. Waterfront Comm'n 8:299 

Murray v. State 8:399, 401, 402, 403, 405, 
411, 416 

In re Myers’ Estate 8:191 





N 


NAACP v. Claiborne Hardware Co. 8:502 

NLRB v. International Bhd. of Elec. Work- 
ers, Local 265 8:501 

NLRB v. Lawrence Typo. Union No. 570 
8:501 

NLBB v. Local 3, Int’l Bhd. of Elec. Workers 
8:501 

NLRB v. Retail Store Employee Union 8:501 

Namet v. United States 8:389 

National Treasury Employees Union v. Fas- 
ser 8:501 

Neilson v. State 8:197 

Nelson v. Crawford 8:137 

Nelson v. M & M Prod. Co. 8:330 

Nelson v. State 8:415 

New Jersey v. Portash 8:298 

New York Times v. Jascalevich 8:499 

Newburn v. Howard Hughes Medical Inst. 
8:500 

Newman v. Lemmon 8:191 

Nicholson v. United States 8:389 

Nickerson v. Hodges 8:138 

Niederman v. Brodsky 8:141, 143 

Nolan v. Young Men’s Christian Ass'n 8:194 

Nordgren v. Strong 8:194 

North Carolina v. Alford 8:289 

North v. Culmer 8:190 

Northwestern Mutual! Life Ins. Co. v. Me- 
Givern 8:194 

Nussbacher v. Continental Illinois Nat'l Bank 
& Trust Co. 8:485 


0 


O’Brien v. Muskin Corp. 8:424 

O'Callaghan v. State 8:416 

O’Rowke v. Schacht 8:170 

O.B.G.Y.N. Ass’ns v. Birthright of Brooklyn 
& Queens 8:502 

0.S.C. Corp. v. Commissioner 8:261 

Oglesby v. State 8:413 

Oklahoma Press Publishing Co. v. Walling 
8:305 

Okono v. Union Oil 8:7 

Olenin v. Curtin & Johnson, Inc. 8:395 

Oregon v. Mathiason 8:300 

Oregon v. Szakovitz 8:229 

Orlo v. Connecticut Co. 8:141 

Osborne v. Bank of the United States 8:473 

Osterlind v. Hill 8:159, 175 

Otis v. Scientific Atlanta, Inc. 8:313 

Owen v. Kennedy 8:308 

Owens v. Allis-Chalmers Corp. 8:425, 426 


Owens v. Children’s Memorial Hosp. 8:145 
Owens v. Martin 8:316 


P 


Pabon v. Hackensack Auto Sales, Inc. 8:420 

Pace v. State 8:197 

Pachen Contractors, Inc. v. Burrell 8:502 

Palatin v. Sarin 8:302 

Pannell v. State 8:331 

Panter v. Marshall Field & Co. 8:488 

Papelian v. State ex rel. Dep’t of Motor 
Vehicles 8:472, 480 

Paramore v. State 8:405, 406, 408 

Park v. Standard Chem. Way Co. 8:149 

Parkham v. State 8:279 

Parks v. Allis-Chalmers Corp. 8:428 

Patrick v. Sharon Steel Corp. 8:317 

Patton v. United States 8:445, 448, 449, 450 

Pauley v. Combustion Eng’g 8:317 

Payne v. Claffy 8:188 

Payton v. Abbott Laboratories 8:433 

Payton v. Abbott Labs 8:139, 143 

Payton v. United States 8:473, 476 

Pearson v. Yoder 8:302 

Pebble Brook, Inc. v. Smith 8:502 

Pendergrass v. Oregon 8:471, 472, 477, 478, 
479, 480, 482, 484 

Penn Mart Realty Co. v. Becker 8:488 

Pennsylvania R.R. v. Yingling 8:163 

Pennsylvania ex rel. Herman v. Claudy 8:282 

People v. Allen 8:389 

People v. Arriaga 8:197 

People v. Ashwal 8:332 

People v. Askar 8:391 

People v. Barry 8:390 

People v. Beardsley 8:159 

People v. Bennet 8:332 

People v. Bonham 8:388 

People v. Calloway 8:269 

People v. Carter 8:279 

People v. Fields 8:332 

People v. Fosselman 8:332 

People v. Fredricks 8:332 

People v. Garcia 8:332 

People v. Heiler 8:279 

People v. Helm 8:391 

People v. Hogan 8:332 

People v. Knolton 8:332 

People v. Kaanehe 8:269 

People v. Korkala 8:500 

People v. LaBate 8:198 

People v. Lane 8:332 

People v. Laursen 8:390 

People v. Milkovich 8:391 





. Minnis 8:506 

- Murdock 8:386 
People v. Polk 8:388 
People v. Rolon 8:390 


People v 
v 
v 
Vv 
People v. Schatz 8:391 
v 
v 
= 
v 
v 


People 


People v. Simmons 8:331 

People v. Torres 8:505 

People v: Wallason 8:332 

People v. Womack 8:385 

People v. Wright 8:332 

Perdomo v. State 8:415 

Perez v. State 8:416 

Perlman v. United States 8:303 

Perry v. State 8:402 

Peters v. Lieuallen 8:126-28 

Peterson v. United States 8:475, 478 

Phelps v. South Alabama Elec. Co-op 8:178 

Phillipe v. Brownings Arms Co. 8:425 

Phillips v. Kimwood Machine Co. 8:438 

In re Photo Mktg. Ass’n Int'l 8:500 

Pickworth v. State 8:332 

Piedmont Pharmacy, Inc. v. Patmore 8:320 

Pike v. Frank G. Hough Co. 8:428 

Pine River State Bank v. Mettille 8:329 

Pirkle v. Oakdale Union Grammer School 
Dist. 8:165 

Pittsburg Unified School District v. Califor- 
nia School Employees Association 8:501 

Plainview Realty, Inc. v. Board of Managers 
8:502 

Plum v. Mitter 8:181 

Pogostin v. Rice 8:494, 495 

Police Dep't of Chicago v. Mosely 8:502 

Pool v. United States 8:447, 448 

Poole v. Commonwealth 8:389 

Pope v. State 8:331 

Popovich v. Pechkurow 8:168-69 

Porter v. Montgomery Ward & Co. 8:194 

Porter v. State 8:404 

Powell v. Alabama 8:280, 282 

Poythress v. J.P. Stevens & Co. 8:316 

Press-Enterprise Co. v. Superior Ct. 8:455 

Price v. State 8:410 

Pridgen v. Boston Hous. Auth. 8:164, 165 

Pritchard v. State 8:331 

Prueitt v. State 8:463 

Puma v. Marriott 8:488 

Purk v. Federal Press Co. 8:322 

Ex parte Purvis 8:502 

Pyle v. Kansas 8:409 


Q 


Quick v. Murphy Oil, Co. 8:314, 316 


R 


Rahmings v. State 8:416 

Raley v. Ohio 8:299 

Ramey v. Guyton 8:320 

Ramos v. State 8:415 

Raulerson v. State 8:414 

Ray v. Alad Corp. 8:437 

Ray v. Alexandria Mall 8:180 

Rayonier v. United States 8:475, 476 

Reed v. State 8:410 

Regan v. Stromberg 8:164 

Regina v. Meade 8:296 

Reid v. United States 8:436 

Reiser v. District of Columbia 8:471 

Renn v. State 8:390 

Renner v. Asli 8:313 

Resident Advisory Bd. v. Rizzo 8:501 

Rex v. Cornelius 8:296 

Reyes v. Wyeth Laboratories 8:427 

Reynolds Mfg. Co. v. Mendoza 8:330 

Reynolds v. Nichols 8:159 

Rich’s Inc. v. Snyder 8:179 

Richman v. Charter Arms 8:430 

Rideau v. Louisiana 8:450 

Roach v. Kononen 8:423, 438 

Roberts v. Browning 8:7 

Roberts v. State 8:415 

Roberts v. Wake Forest Univ. 8:330 

Robinson v. State 8:414, 415 

Robinson v. Weaver 8:312-13 

Robison v. State 8:332 

Rodrigues v. State 8:155, 156 

Roemer v. Commissioner 8:259, 266 

Rogers v. Hexol, Inc. 8:148, 149 

Rogers v. United States 8:305, 306 

Rogers v. United States 8:391 

Roginsky v. Richardson-Merrell, Inc. 8:434 

Romero v. State 8:416 

Roniger v. Borden, Inc. 8:138 

Rosier v. Gainsville Ins. Ass'n 8:165 

Ross v. Bernhard 8:485 

Rouse Philadelpha, Inc. v. Ad Hoe '78 8:502 

Rovegno v. San Jose Knights of Columbus 
Hall 8:194 

Rowan v. Chenoweth 8:192 

Rowe v. State 8:406 

Rowland v. Christian 8:162 

Rule v. Ironworkers Local 396 8:122 

Rulon-Miller v. I.B.M. Corp. 8:329 

Rush v. Obledo 8:325 

Russell v. State 8:404 

Russell v. United States 8:7 

Ryan v. State 8:398, 416 

Rylands v. Fletcher 8:430 





S 


S & C Co. v. Horne 8:194 

Salazar-Rodriquez v. State 8:415 

Salimi v. Farmers Ins. Group 8:329 

Samms v. Eccles 8:155 

Samosky v. State 8:415 

Sandford v. General Motors Corp. 8:435 

Santobello v. New York 8:268-72, 275-80, 282- 
83, 285, 287, 289-91 

Sargent v. Illinois Inst. of Tech. 8:330 

Sasser v. Beck 8:195 

Savage v. Boies 8:138 

Schick v. United States 8:446 

Schlumbrecht v. Executive Offices of Brown 
& Root, Inc. 8:180 

Schmerber v. California 8:296, 304 

Schneider v. State 8:405 

Schultz v. Barberton Glass Co. 8:156 

Schwimmer v. United States 8:303 

Searle v. Johnson 8:502 

Seay v. Commissioner 8:260 

See v. City of Seattle 8:325 

Seely v. White Motor Co. 8:431 

Segal v. Wood 8:502 

Seibel v. City and County of Honolulu 8:165 

In re Seleraig 8:499 

Senear v. Daily American 8:500 

Sexton v. State 8:331 

Shaffer v. Heitner 8:183 

Shapiro v. United States 8:307-08 

Sheenan v. Coca-Cola Bottling Co. of New 
York 8:149, 150, 152 

Sheffield v. Lewis 8:385 

Shelley v. District Court of Appeal 8:401 

Shepard v. Superior Court 8:147, 153, 154 

Shepherd v. State 8:415 

Sherman v. State 8:502 

Sherrill v. Southern Bell Tel. & Tel. Co. 
8:194 

Shields v. State 8:269, 279 

Shotts v. Doe 8:180 

Shumate v. Commonwealth 8:391 

Shunk v. State 8:483 

Sides v. Richard Mach. Works, Inc. 8:321 

Sidwell v. McVay 8:159 

Siegler v. Kuhlman 8:430 

Simmons v. Baptist Hosp. of Miami, Inc. 8:416 

Simmons v. S.C. State Ports Auth. 8:314 

Simmons v. State 8:406 

Simpson v. State 8:415 

Sims v. American Casualty Co. 8:179 

Sims v. State 8:404 

Sims v. Tigrett 8:187 

Sindell v. Abbott Laboratories 8:422, 432, 
433, 438 


Singer v. State 8:404 

Singer v. Sterling Drug, Inc. 8:421 

Singer v. United States 8:446, 448, 449, 450, 
451, 452, 453, 454, 455 

Singleton v. State 8:456 

Singleton v. State 8:407 

Skeen v. Monsanto Co. 8:186 

Slonsky v. Phoenix Coca-Cola Bottling Co. 
8:147, 152 

Smachlo v. Birkelo 8:485 

Smith v. Griggs 8:184 

Smith v. State 8:407, 409 

Smith v. State 8:506 

Smith v. Troyan 8:122 

Smith v. United States 8:476 

Smith v. Van Gorkam 8:488, 489 

Snowden v. State 8:407, 416 

Soldano v. O’Daniels 8:159-62, 167, 168, 169, 
170, 172-75 

Solien v. Teamsters Local No. 610 8:502 

South Carolina Dept. of Mental Health v. 
Glass 8:191 

Southall v. Stricos Corp. 8:481 

Southern R.R. v. Sewell 8:165 

Southern Ry. v. Rowe 8:162 

Southworth v. State 8:472 

Sovereign Camp, WOW v. Reed 8:302 

Spencer v. State 8:406 

Spevack v. Klein 8:298 

Spitzkopf v. Mitchell 8:195 

Stanfield v. Hursey 8:186 

Stanley v. Sewell Coal Co. 8:313 

Stansbury v. Beckstrom 8:502 

Stapleton v. Kawasaki Heavy Indus., Ltd. 
8:427 

Star Furniture Co. v. Pulaski Furniture Co. 
8:430 

State Dep’t of Motor Vehicles v. Superior 
Court 8:480 

State Docks Comm'n v. Barnes 8:481 

State Rubbish Collectors Ass’n v. Siliznoff 
8:155 

State ex rel. Gray v. McClure 8:279 

State v. Adkins 8:198 

State v. Anaya 8:506 

State v. Baker 8:506 

State v. Bass 8:331 

State v. Bernard 8:198 

State v. Bogen 8:331 

State v. Bolton 8:408 

State v. Bragg 8:332 

State v. Branam 8:198 

State v. Braswell 8:332 

State v. Brockman 8:271 

State v. Chavez 8:501-02 

State v. Clark 8:332 





. Collins 8:279 

. Dozier 8:506 

. Edwards 8:279 
. Farrell 8:332 

. Forney 8:332 

. Frinks 8:502 

. Gaines 8:332 

. Geis 8:500 

. Godfrey 8:463 
. Gossett 8:502 

. Griffin 8:385 

. Harris 8:332 

. Harris 8:389 

. Herbert 8:332 
. Hines 8:406 

. Hipp 8:502 

. Johnson 8:197 
. Jones 8:407 

. Joyce 8:171 

. Kelly 8:506 

. Kilborn 8:450 

. Knighton 8:331 
. Lawrence 8:388 
. Leidholm 8:506 
. Martin 8:506 

. Marvin 8:332 

. Mathis 8:407 

. McBride 8:198 
. McClinton 8:332 
. McCoy 8:331 

. Michaels 8:416 
. Mincey 8:331 

. Moore 8:506-07 


*. Morris 8:388 


. Moya 8:416 

. Mulder 8:332 

. Murray 8:401, 406 
. Mustan 8:272, 279 
. Necaise 8:506 

. Nelson 8:332 

. Neville 8:197 

. Nilsen 8:197 

. Oliver 8:332 

. Rainey 8:331 

. Reed 8:332 

. Rinaldo 8:500 

. Rivest 8:269 

. Sandstrom 8:500 
. Saporen 8:13 

. Schuller 8:502 

. Shuttle 8:391 

. Siel 8:500 

. Smith 8:331-32 

. Sorensen 8:388 
. St. Peter 8:500 
. Stone 8:198 


State v. Stufflebean 8:332 

State v. Thomas 8:506 

State v. Thomas 8:506 

State v. Warren 8:331 

State v. Wayne 8:272 

State v. White 8:332 

State ex rel. Sowers v. Olwell 8:302 

Steckman v. Silver Moon, Ine. 8:159 

Steele v. United States 8:392 

Stein v. Bailey 8:495, 496 

Steiner v. 20th Century-Fox Film Corp. 8:185 

Steiner v. Ciba-Geigy Corp. 8:322 

Stephenson v. Stephenson 8:188 

Sterner v. U.S. Plywood-Champion Paper, Inc. 
8:429 

Stevenson v. Oregon 8:471 

Stevenson v. State 8:478 

Stewart v. State 8:400, 412 

Stewart v. Weiner 8:165 

Stockburger v. Ray 8:188 

Stone v. Phillips 8:187 

Strange v. Gulf & S. Am. S.S. Co. 8:7 

Strazza v. McKittrick 8:141 

Strickland v. Johns-Manville Int’l Corp. 8:317 

Stromsodt v. Parke-Davis & Co. 8:427 

Sturm, Ruger & Co., Inc. v. Day 8:428 

Sullivan v. H.P. Hood & Sons 8:149, 150, 152 

Sullivant v. Americana Homes, Inc. 8:314 

Sumrak v. Tenneco Oil Co. 8:181 

In re Surface Mining Reg. Litig. 8:326 

Swastika Oil & Gas Co. v. Commissioner 
8:259 


T 


Tacoronte v. State 8:406 

Tamarec Development Co. v. Delameter, 
Freund & Assoc. 8:438-39 

Tarasoff v. Regents of Univ. of Cal. 8:160, 
161, 165 

Tarkington v. Beneficial Fin. Co. 8:313 

Tassin v. Local 832, Nat'l Union of Police 
Officers 8:502 

Tavoulareas v. The Washington Post 8:512 

Taylor v. Miskousky 8:500 

Teal v. Connecticut 8:123 

Teamsters v. United States 8:124, 131 

Teffeteller v. State 8:415 

Terrebonne v. Louisiana Ass’n of Educators 
8:330 

Terry v. State 8:506 

Texas A & M Univ. v. Ybarra 8:181 

Texas Hotel Co. v. Cosby 8:165 

The King v. Purnell 8:295 

The T.J. Hooper 8:425 

Thomas v. Cactus Drilling Corp. 8:181 





Thomas v. State 8:406, 415 

Thomas v. Williams 8:165 

Thompson v. County of Alameda 8:164 

Thompson v. St. Regis Paper Co. 8:330 

Thornhil! v. Alabama 8:502 

Thornton v. State 8:407 

Thorpe v. Wilson 8:191 

Threadgill v. State 8:393 

Tift v. Forage King Indus. 8:437 

Timberlake v. A.H. Robins Co. 8:312 

Tobin v. Grossman 8:145, 157 

Tofani v. State 8:500 

Tollett v. Henderson 8:289 

Tooley v. Commonwealth 8:391 

Toussant v. Blue Cross & Blue Shield 8:329 

Townes v. Hawaii Properties, Inc. 8:195 

Towns v. Anderson 8:141 

Trammell v. Georgia Power Co. 8:320 

Traudt v. City of Chicago 8:159 

Trewin v. State Dep’t of Motor Vehicles 
8:471-72 

Trifficante v. State 8:417 

Trinca v. State 8:416 

Trotman v. Board of Trustees 8:502 

Truman v. Spivey 8:181 

Trustees of Jesse Parker Williams Hosp. v. 
Nisbet 8:190 

Turner v. Bituminous Casualty Co. 8:437 

Turner v. State 8:197 

Tyler v. R.R. Street & Co. 8:321 

Tyson v. Johns-Manville Sales Corp. 8:316 

Tyson v. State 8:399, 406 


U 


Uloth v. City Tank Corp. 8:428 

Union Pacific Ry. v. Cappier 8:159, 160, 163, 
167 

United Copper Sec. Co. v. Amalgamated Cop- 
per Co. 8:486, 489 

United Farm Workers v. H.E. Butt Grocery 
Co. 8:502 

United Maint. & Mfg. Co. v. United Steel- 
workers of America 8:502 

United States ex rel. Baker v. Finkbeiner 
8:271 

United States ex rel. Selikoff v. Commis- 
sioner 8:275 

United States v. (Under Seal) 8:310 

United States v. Aleissi 8:331 

United States v. Alverez 8:332 

United States v. Angola 8:336 

United States v. Apfelbaum 8:305 

United States v. Ash 8:386 

United States v. Bausch & Lomb Optical 
8:305 


United States v. Beckett 8:403, 409 

United States v. Bentor 8:395 

United States v. Biswell 8:326 

United States v. Bivona 8:395 

United States v. Blanton 8:500 

United States v. Block 8:285 

United States v. Bottle 8:272 

United States v. Boulier 8:269, 272 

United States v. Braunstein 8:452, 453, 454, 
455 

United States v. Bridgeman 8:269 

United States v. Brooks 8:197 

United States v. Brown 8:271-72 

United States v. Bryant 8:197 

United States v. Bustos-Guzman 8:336 

United States v. Calabrese 8:269 

United States v. Carter 8:272 

United States v. Cejea 8:450 

United States v. Cerone 8:391 

United States v. Cook 8:387 

United States v. Correa 8:336 

United States v. Cortes 8:336 

United States v. Crossman 8:197 

United States v. Del Campo Baking Mfg. Co. 
8:326 

United States v. Dennis 8:450 

United States v. Doe 8:293-95, 297, 298, 301, 
308, 309, 310 

United States 

United States 

United States v. Egan 8:336 

United States v. Farnkoff 8:395 


v. Dominguez 8:336 
Vv 
v 
Vv 
United States v. Fischel 8:197 
Vv 
v 
Vv 


. Drummond 8:395 


United States v. Freeman 8:388, 395 

United States v. French 8:197 

United States v. Garrett 8:197 

United States v. Gilmore 8:261 

United States v. Goodwin 8:283, 286, 291 

United States v. Grace 8:502 

United States v. Grandinetti 8:285 

United States v. Greenman 8:268, 275, 284- 
85, 287 

United States v. Griffin 8:326 

United States v. Guerrero-Peralta 8:448 

United States v. Guterma 8:303 

United States v. Hammerman 8:271 

United States v. Hastings 8:394, 402, 403, 
413 

United States v. Heller 8:407 

United States v. Hill 8:197 

United States v. James 8:269 

United States v. Jamieson-McKames Phar- 
maceuticals, Inc. 8:326 

United States v. Jannotti 8:198 

United States v. Kaiyo Maru No. 53 8:326 





United States v. Knight 8:336 

United States v. Maidujano 8:309 

United States v. Marino-Garcia 8:336 

United States v. Marquez 8:335 

United States v. Martinez 8:336 

United States v. May May 8:336 

United States v. Mayo 8:197 

United States v. Mayr 8:452 

United States v. McCurdy 8:447, 448 

United States v. Monroy 8:336 

United States v. Mulherin 8:197 

United States v. Nathan 8:269, 272 

United States v. Nettl 8:389 

United States v. Nicoll 8:197 

United States v. Nobles 8:301 

United States v. Panteleakis 8:452, 453, 454 

United States v. Petrulla 8:336 

United States v. Ramey 8:197 

United States v. Ranzoni 8:197 

United States v. Raub 8:326 

United States v. Rey 8:197 

United States v. Rubies 8:336 

United States v. Rylander 8:300, 301 

United States v. S.A. Empresa de Viacao 
Area Rio Grandense (Varig Airlines), et 
al 8:201 

United States 

United States 

United States 

United States 

United States 

United States 


. Schartner 8:391 
. Schiffman 8:326 
. Schipani 8:453 
. Sedigh 8:197 

. Shanahan 8:285 
. Sickles 8:197 


United States 

United States 

United States 

United States 

United States v. Steinkoetter 8:390 

United States v. Summerlin 8:189 

United States v. Sun Myung Moon 8:445, 
446, 447, 451, 452, 455, 456 

United States v. Turtenko 8:392 

United States v. United States Coin & Cur- 
rency 8:299 

United States v. Wade 8:304 

United States v. Ward 8:299 

United States v. White 8:296, 302, 305-06, 
307 

United States v. Williams 8:336 

United States v. Wong 8:298 

United States v. Yellow Cab 8:474 

United States ex rel. McCann v. Adams 8:448 

Uriarte v. Perez-Molina 8:330 

Urie v. Thompson 8:315 

Usery v. Centrif-Air Mach. Co. 8:326 


. Simmons 8:271 
. Spain 8:394 
. Sprengel 8:389 
. Stahl 8:395 


Vv 
Vv 
Vv 
Vv 
Vv 
Vv 

United States v. Silverman 8:450 
Vv 
Vv 
Vv 
Vv 
Vv 
Vv 


Uveges v. Pennsylvania 8:282 


V 


Vaccaro v. Squibb Corp. 8:147, 148 

Valdez v. J.D. Diffenbaugh Co. 8-174 

Van Hoy v. Oklahoma Coca-Cola Bottling Co. 
8:147, 152 

Vaughn v. Deitz 8:186 

Victorian Ry. Comm'rs v. Coultas 8:138 

Viereck v. United States 8:392 

Vigil v. Arzola 8:329 

Vilardebo v. Keene Corp. 8:316 

Village of Kaktovik v. Watt 8:9 

Virgin Islands v. Scotland 8:268, 269, 270, 
275, 283-84, 288 

Vlases v. Montgomery Ward & Co. 8:420 

Von Carter v. State 8:417 


WwW 


Wagen v. Ford Motor Co. 8:434 

Wainscott v. State 8:478 

Walden v. Mineral Equip. Co. 8:178 

Walker v. Clark Equip. Co. 8:147, 150, 153, 
154, 430 

Walker v. English 8:189 

Wall Funeral Home v. Stafford 8:179 

Wallace v. Coca-Cola Bottling Plants, Inc. 
8:152 

Wallace v. Kemp 8:332 

Ward v. State 8:332 

Ward v. United States 8:194 

Ward v. West Jersey & S.R.R. 8:140 

Warren v. City of Indianapolis 8:163 

Warshauer v. Lloyd Sabaudo S.A. 8:170 

Warshaw v. Calhoun 8:488 

Washam v. State 8:391 

Washington v. State 8:399, 405, 413 

Watkins v. Barker-Colman 8:322 

Watts v. Des Moines Register & Tribune 
8:488 

Waube v. Warrington 8:140 

Way v. State 8:407 

Way v. Tampa Coca-Cola Bottling Co. 8:147, 
150, 152 

Wayne Cusimano, Inc. v. Block 8:326 

Webber v. Anderson 8:480 

Weglarz v. City of Cohoes 8:480 

Weinberg v. Hartman 8:165 

Weiner v. McGraw-Hill, Inc. 8:329 

Weiss v. Kay Jewelry Stores, Inc. 8:488 

Weiter v. Settle 8:344, 345 

West v. Spratling 8:165 

Westley v. State 8:415 





Wheeler v. Commissioner 8:260 

Wheeler v. State 8:332, 415 

Wheeler v. United States 8:296, 306, 307 

Whetham v. Bismark Hosp. 8:145 

White v. Chelsea Indus. 8:330 

White v. State 8:407 

White v. State 8:477 

Whitney v. City of Worcester 8:163 

Whittaker v. Care-More, Inc. 8:330 

Wilbanks v. State 8:387 

Williams v. Biscuitville, Inc. 8:330 

Williams v. State 8:332 

Williams v. State 8:386, 387 

Williams v. State 8:404 

Williams v. State 8:404, 406, 414, 415 

Williams v. United States 8:385 

In re Williamson’s Estate 8:190 

Williard v. State 8:417 

Willinsky v. State 8:406 

Wilson v. Redken Labs., Inc. 8:147, 153 

Wilson v. State 8:410 

Wilson v. United States 8:296, 302-03, 306, 
308 

Winkelman v. City of Sunnyvale 8:159 

Winterbottom v. Wright 8:137 

Wise v. Anderson 8:186-87 

Wolff v. LaVerne, Inc. 8:92 

Wolfson v. Commissioner 8:258 

Wolley v. Hoffman-LaRoche, Inc. 8:329 

Woodill v. Parke Davis & Co. 8:147, 148 

Woodill v. Parke-Davis & Co. 8:426 

Woods v. Sherwin-Williams Co. 8:314 

World-Wide Volkswagen Corp. v. Woodson 
8:432 


Y 


Yania v. Bigan 8:175 

Yazoo & M.V.R.R. v. Leflar 8:165 
Young v. Hicks 8:185 

Young v. State 8:404 

Yu v. New York, N.H. & H. R.R. 8:165 


Z 


Zabala v. United States 8:475, 478 

Zapata Corp. v. Maldonado 8:485, 486, 487, 
488, 489, 490, 491, 493, 494, 495, 496, 497, 
498 

Zelenka v. State 8:500 

Zerilli v. Smith 8:500 

In re Ziegler 8:500 

Ziglar v. E.I. Dupont Co. 8:428 

Zilker v. Klein 8:491 





KEY WORD INDEX 


A 


Abnormally dangerous activity — The Role of 
Litigation 8:419, 429 —30 
Absent defendants, statutes of limitation — 
When the Defendant Leaves Town, 
Does He Take the Statute With Him? 
8:183 
Acting Within the Law 8:115 
Administrative law —Sovereign Immunity: 
The King Can Do No Wrong? 8:471 
Admiralty — Vessels Without A Nationality 
Are Subject To United States Juris- 
diction 8:335 
Advocacy — What Makes Juries Listen? 8:509 
Argument, improper — Name Calling at Trial: 
Placing Parameters on the Prosecutor 
8:385 
Asbestos litigation, statutes of limitation — 
Asbestos Litigation— A Trend Toward 
the Discovery Rule 8:315 
Attorneys — 
As actors—Acting Within the Law 
8:115 
“At-will” doctrine — Master and Serv- 
ant— Employment Manual Ruled 
Implied Contract 8:329 
““Off-the-line-behavior’’— What 
Makes Juries Listen? 8:509, 513 
State — Prosecutorial Misconduct in 
Closing Argument: Remedial 
Measures 8:397 
What Makes Juries Listen? 8:509, 512 


B 


Back pain—Fundamentals of Disability De- 
termination and Rehabilitation: A 
Higher Ground for the Applied Neu- 
robehavioral Sciences 8:337 
Chronic, factors leading to—8:354 — 63 
Rehabilitation — 8:352 — 54, 363 — 64 

Bad faith, insurance—Insurance Bad Faith 
Litigation 8:203 

“Battered Wife Syndrome”—Domestic Re- 
lations — The Use of Expert Testimony 
Concerning the “Battered Wife Syn- 
drome” 8:505 

Bench trial, right to—United States v. Sun 
Myung Moon: The Right of an Unpo- 
pular Defendant to a Bench Trial 8:445 


“Big Check”—Uncle Sam and the Tort- 
Feasors: A Look at the Tax Conse- 


quences of Tort Settlement 8:257 


“Bottom Line” defense—Connecticut v. Teal: 
In Disparate Impact Cases Brought 
Under Title VII, the Employer’s “Bot- 
tom Line” is No Defense 8:121 

Business judgment rule—Dismissal of a De- 
rivative Suit: The Zapata Test Can 
Work 8:485, 487 — 89 


C 


“Catch-all”, statutes of limitation — Personal 
Injury Not Covered by Specific Stat- 
utes— The “Catch-a’""” 8:311 

Chief Justice Burger, comments on settle- 
ments — Should Judges Grease the Slow 
Wheels of Justice? A Survey on the 
Effectiveness of Judicial Mediary 
Techniques 8:83, 107 

Civil procedure, settlements, motions— Mo- 
tions to Enforce Settlements: An Im- 
portant Procedural Tool 8:1 

Civil rights, discrimination in employment 
practices — Connecticut v. Teal: In Dis- 
parate Impact Cases Brought Under 
Title VII, the Employer’s “Bottom 
Line” is No Defense 8:121 

Claims, emotional distress — Recovery of 
Damages for the Negligent Infliction 
of Emotional Distress in Products Li- 
ability 8:147 

Clinical — Misdemeanor Prosecution Practi- 
cum: A Clinical Experience 8:219 

Common-law nonfeasance — Soldano v. 
O’Daniels: A Reformation of the Com- 
mon Law Rule of Nonliability for Non- 
feasance 8:159, 162 

Comparative fault—The Role of Litigation 
8:419, 435 — 36 

Compensation, determination of — Fixed Ver- 
sus Variable Discount Rates in Reduc- 
tion to Present Value 8:377 

Competence to stand trial — Fundamentals of 
Disability Determination and Rehabil- 
itation: A Higher Ground for the Ap- 
plied Neurobehavioral Sciences 8:337, 
344—45 

Compulsory production of documents — Fifth 
Amendment Protection from the Com- 
pulsory Production of Documents 8:293 

Constitutional law — 

Discrimination — Connecticut v. Teal: In 
Disparate Impact Cases Brought 
Under Title VII, the Employer's 
“Bottom Line” is No Defense 
8:121 





Evidence—First Amendment Protec- 
tions Bow Before the Need to 
Develop Relevant Evidence 8:499 
“Contract analogy”, criminal law, plea bar- 
gain— Mabry v. Johnson: The Supreme 
Court Sees the Forest Through the 
Trees, Reverses Plea Bargain Decision 
8:267 
Contribution— The Role of Litigation 8:419, 
435 — 36 
Convicts—Survey of State “Good-Time” Laws 
8:57 
Corporate law—Dismissal of a Derivative 
Suit: The Zapata Test Can Work 8:485 
Corporate liability The Role of Litigation 
8:419, 436 —37 
Courtroom — A Strategy for Effective Use of 
the Courtroom During Direct Exami- 
nation 8:205 
Courtroom demeanor — 
Acting Within the Law 8:115 
What Makes Juries Listen? (Book Re- 
view) 8:509 
Criminal law, plea bargains — Mabry v. John- 
son: The Supreme Court Sees the For- 
est Through the Trees, Reverses Plea 
Bargain Decision 8:267 
Criminal procedure — 
Bench trial, right to— United States v. 
Sun Myung Moon: The Right of 
an Unpopular Defendant to a 
Bench Trial 8:445 
Entrapment —The Effect of Denying 
the Elements of the Crime 
Charged on the Availability of 
Entrapment as a Defense 8:197 
Jury trial, waiver, state law — United 
States v. Sun Myung Moon: The 
Right of an Unpopular Defend- 
ant to a Bench Trial 8:445, 457 
Rule 23(a), Federal Rules of Criminal 
Procedure — United States v. Sun 
Myung Moon: The Right of an 
Unpopular Defendant to a Bench 
Trial 8:445, 447, 448, 454 
Voir dire — United States v. Sun Myung 
Moon: The Right of an Unpo- 
pular Defendant to a Bench Trial 
8:445 
Cross Examination—A Primer for Trial Ad- 
vocates 8:11 
Attacking credibility 8:40 
Corroborating testimony 8:35 
Impeachment 8:41 


Organizing 8:27 
Planning 8:21 
Curative instructions — Name Calling at Trial: 


Placing Parameters on the Prosecutor 
8:385, 391 


D 


Damages — 

Emotional distress — Recovery of Dam- 
ages for the Negligent Infliction 
of Emotional Distress in Prod- 
ucts Liability 8:137 

Uncle Sam and the Tort-Feasors: A 
Look at the Tax Consequences 
of Tort Settlements 8:257 

Date-of-injury limitation period — Products 
Liability —Tort or Contract? — Which 
Statute of Limitations to Apply 8:319 

Day Care Centers—Search anc Seizure — 

Warrantless Search of Family Day Care 

Homes Held Constitutional Under 

“Pervasively Regulated Business” Ex- 

ception 8:325 

Death of defendant, effect of — Effect of Death 
of Liable Party — Death of statute of 
limitation —Is the Statute Buried with 

the Defendant? 8:189 

Decedents estates, claims against — Effect of 
Death of Liable Party —Is the Statute 
Buried with the Defendant? 8:189 

Defendant — 

Absence of, statutes of limitation — 
Defendant’s Absence From 
State — When the Defendant 
Leaves Town, Does He Take the 
Statute With Him? 8:183 

Attacking credibility of — Prosecuto- 
rial Misconduct in Closing Ar- 
gument: Remedial Measures 
8:397 

Death of, statutes of limitation — Ef- 
fect of Death of Liable Party — 
Is the Statute Buried With the 
Defendant? 8:189 

Entrapment —The Effect of Denying 
the Elements of the Crime 
Charged on the Availability of 
Entrapment as a Defense 8:197 

Mischaracterizing and denigrating — (see 
Prosecutorial Misconduct) 

Name calling —(see Prosecutorial Mis- 
conduct) 





Defense, insanity, diminished capacity — Fun- 
damentals of Disability Determination 
and Rehabilitation: A Higher Ground 
for the Applied Neurobehavioral Sci- 
ences 8:337, 345 — 46 

“Demand/excused” — Dismissal of a Deriva- 
tive Suit: The Zapata Test Can Work 
8:485, 491 —98 

“Demand/refused” — Dismissal of a Deriva- 
tive Suit: The Zapata Test Can Work 
8:485, 495 — 98 

Demeanor in the courtroom — Acting Within 
the Law 8:115 

Deposition — Deposition Preparation: A 
Methodological Approach 8:241 

Derivative suit— Dismissal of a Derivative 
Suit: The Zapata Test Can Work 8:485 

Design defect — The Role of Litigation 8:419, 
423 — 28 

Direct examination—A Strategy for Effec- 
tive Use of the Courtroom During Di- 
rect Examination 8:205 

Discount rates— Fixed Versus Variable Dis- 
count Rates in Reduction to Present 
Value 8:377 

Disability rating, industrial — Fundamentals 
of Disability Determination and Re- 
habilitation: A Higher Ground for the 
Applied Neurobehavioral Sciences 
8:337, 342 — 43 

Discrimination, employment — Connecticut v. 
Teal: In Disparate Impact Cases 
Brought Under Title VII, the Employ- 
er’s “Bottom Line” is No Defense 8:121 

Disparate impact—Connecticut v. Teal: In 
Disparate Impact Cases Brought Un- 
der Title VII, the Employer's “Bottom 
Line” is No Defense 8:121 

Documents, production of—see Compulsory 
Production of Documents) 

Domestic relations — The Use of Expert Tes- 
timony Concerning the “Battered Wife 
Syndrome” 8:505 

Drugs — Fundamentals of Disability Deter- 
mination and Rehabilitation: A Higher 
Ground for the Applied Neurobehav- 
ioral Sciences 8:337 
Anti-anxiety 8:372—74 
Anti-depressant 8:370 — 372 
Anti-psychotic 8:369 — 370 
Psychotropic 8:364 — 68 
Psychotropic, major types 8:366 — 68 
Psydiotropic, effects of 8:366 —68 


Due Process Analysis — Name Calling at Trial: 
Placing Parameters on the Prosecutor 
8:385, 389 


E 


Earning capacity, measuring reduction in— 
Fundamentals of Disability Determi- 
nation and Rehabilitation: A Higher 
Ground for the Applied Neurobehav- 
ioral Sciences 8:337, 341 — 42 

Economic loss, measurement — Fixed Versus 
Variable Discount Rates in Reduction 
to Present Value 8:377 

Emotional distress, damages— Recovery of 
Damages for the Negligent Infliction 
of Emotional Distress in Products Li- 
ability 8:137 

Employment — 

Discrimination — Connecticut v. Teal: In 
Disparate Impact Cases Brought 
Under Title VII, the Employer's 
“Bottom Line” is No Defense 
8:121 

Master and Servant — Employment 
Manual Ruled Implied Contract 
8:329 

Entrapment defense — Entrapment — The Ef- 
fect of Denying the Elements of the 
Crime Charged on the Availability of 
Entrapment as a Defense 8:197 

Epithets—(see Prosecutorial misconduct) 

Evidence — 

Constitutional Law — First Amend- 
ment Protections Bow Before the 
Need to Develop Relevant Evi- 
dence 8:499 

Deposition Preparation: A Methodo- 
logical Approach 8:241 

Domestic Relations— The Use of Ex- 
pert Testimony Concerning the 
“Battered Wife Syndrome” 8:505 

Facts not in evidence — Prosecutorial 
Misconduct — Arguing Facts Not 
in Evidence 8:331 

Expert witnesses — 

Domestic Relations— The Use of Ex- 
pert Testimony Concerning the 
“Battered Wife Syndrome” 8:505 

Fundamentals of Disability Determi- 
nation and Rehabilitation: A 
Higher Ground for the Applied 
Neurobehavioral Sciences 
8:337 — 39 





What Makes Juries Listen? 8;509, 512 — 
13 


F 


Federal Practice — 
General — Litigation with the Federal 
Government 8:199 
Rule 60(b)— Motions to Enforce Set- 
tlements: An Important Proce- 
dural Tool 8:1, 4 
Rule 703—Connecticut v. Teal: In Dis- 
parate Impact Cases Brought 
Under Title VII, the Employer's 
“Bottom Line” is No Defense 
8:121, 124—26 
Title VII—Connecticut v. Teal: In Dis- 
parate Impact Cases Brought 
Under Title VII, the Employer's 
“Bottom Line” is No Defense 
8:121 
Federal Rule of Civil Procedure 60(b)—Mo- 
tions to Enforce Settlements: An Im- 
portant Procedural Tool 8:1, 4 
Federal Rule of Criminal Procedure 23(a) 
8:445, 447, 448, 454 
Federal Tort Claims Act — Sovereign Im- 
munity: The King Can Do No Wrong? 
8:471, 473 
Fictitious parties, statutes of limitations — 
Fictitious Parties— Does John Doe Toll 
the Statute? 8:177 
Fifth Amendment Protection from the Com- 
pulsory Production of Documents 8:293 
First Amendment — Constitutional Law — Re- 
straint of Picketing — Violative of Free 
Speech 8:501 
Firing, employee—(see Master and Servant) 
Fixed discount rate — Fixed Versus Variable 
Discount Rates in Reduction to Pres- 
ent Value 8:377 
Florida, prosecutorial misconduct — Prosecu- 
torial Misconduct in Closing Argu- 
ment: Remedial Measures 8:397 
Free speech — Constitutional Law — Re- 
straint of Picketing — Violative of Free 
Speech 8:501 


G 


Good faith, insurance —Insurance Bad Faith 
Litigation 8:203 

“Good Samaritan” — Soldano v. O’Daniels: A 
Reformation of the Common Law Rule 
of Nonliability for Nonfeasance 8:159, 
160 


“Good-Time” laws—Survey of “Good-Time” 
Laws 8:57 
Federal 8:81 
State 8:58—81 

“Griggs test” —Connecticut v. Teal: In Dis- 
parate Impact Cases Brought Under 
Title VII, the Employer’s “Bottom 
Line” is No Defense 8:121, 124—26 


H 


Harmless error — 
Name Calling at Trial: Placing Param- 
eters on the Prosecutor 8:385, 
389, 393 
Prosecutorial Misconduct: Arguing 
Facts Not in Evidence 8:331 
Standard — Prosecutorial Misconduct in 
Closing Argument: Remedial 
Measures 8:397, 402 
Head trauma—Fundamentals of Disability 
Determination and Rehabilitation: A 
Higher Ground for the Applied Neu- 
robehavioral Sciences 8:337, 349 — 52 


Implied contract — Master and Servant — Em- 
ployment Manual Ruled Implied Con- 


tract 8:329 

Income projection—Fixed Versus Variable 
Discount Rates in Reduction to Pres- 
ent Value 8:377, 381 

Incrimination—(see self-incrimination) 

Inflaming the jury —Name Calling at Trial: 
Placing Parameters on the Prosecutor 
8:385 

Injunction — Constitutional Law — Restraint 
of Picketing — Violative of Free Speech 
8:501 

Insanity Defense Work Group—Fundamen- 
tals of Disability Determination and 
Rehabilitation; A Higher Ground for 
the Applied Neurobehavioral Sciences 
8:337, 346 

Insurance, bad faith—Insurance Bad Faith 
Litigation 8;203 

Internal Revenue Code— Uncle Sam and the 
Tort-Feasors: A Look at the Tax Con- 
sequences of Tort Settlement 8:257 

Internal Revenue Service— Uncle Sam and 
the Tort-Feasors: A Look at the Tax 
Consequences of Tort Settlement 8:257 





Judges — 

Role of in curing prosecutorial mis- 
conduct — Prosecutorial Miscon- 
duct in Closing Argument: 
Remedial Measures 8:397, 411 — 
14 

Should Judges Grease the Slow Wheels 
of Justice? A Survey on the 
Effectiveness of Judicial Medi- 
ary Techniques 8:83 

Juries— What Makes Juries Listen? 8:509 

Jurisdiction — Admiralty — Vessels Without a 
Nationality Are Subject To United 
States Jurisdiction 8:335 

Jurors, emotions, appealing to—(see Prose- 
cutorial misconduct) 

Jury, inflaming the— Name Calling at Trial: 

Placing Parameters on the Prosecutor 

8:385 

Jury trial, right to—United States v. Sun 

Myung Moon: The Right of an Unpo- 

pular Defendant to a Bench Trial 8:445 


L 


Legal education — Misdemeanor Prosecution 
Practicum: A Clinical Experience 8:219 

Liability, absence of nonfeasance — Soldano 
v. O’Daniels: A Reformation of the 
Common Law Rule of Nonliability for 
Nonfeasance 8:159 

Litigation, federal — Litigation with the Fed- 
eral Government 8:199 

Litigation, insurance—Insurance Bad Faith 
Litigation 8:203 


M 


Mass Litigation—The Role of Litigation 8:419, 
432 —35 

Master and Servant—Employment Manual 
Ruled Implied Contract 8:329 

Mediation —Should Judges Grease the Slow 
Wheels of Justice? A Survey on the 
Effectiveness of Judicial Mediary 
Techniques 8:83 

“Medical Evidence Rule”, personal injury 
statutes of limitation — Asbestos Liti- 
gation— A Trend Toward the Discov- 
ery Rule 8:315 

Mesothelioma, statutes of limitation affecting 
cause of action for— Asbestos Litiga- 
tion—A Trend Toward the Discovery 
Rule 8:315 


Methodology — Misdemeanor Prosecution 
Practicum: A Clinical Experience 8:219 

Minorities, discrimination, “Bottom Line” de- 
fense — Connecticut v. Teal: In Dispar- 
ate Impact Cases Brought Under Title 
VII, the Employer’s “Bottom Line” is 
No Defense 8:121 

Mischaracterizing—(see Prosecutorial mis- 
conduct) 

Misdemeanor Prosecution Practicum: A Clin- 
ical Experience 8:219 

Motions to Enforce Settlements: An Impor- 
tant Procedural Tool 8:1 

Motion to vacate—Motions to Enforce Set- 
tlements: An Important Procedural 
Tool 8:1, 3 


N 


Name Calling at Trial: Placing Parameters 
on the Prosecutor 8:385 

Narrative chronology, use of — Deposition 
Preparation: A Methodological Ap- 
proach 8:241 

Nationality —(see Jurisdiction) 

Negligence — 

Damages, emotional distress — Recov- 
ery of Damages for the Negli- 
gent Infliction of Emotional 
Distress in Products Liability 
8:137 

Nonfeasance — Soldano v. O’Daniels: A 
Reformation of the Common Law 
Rule of Nonliability for Non- 
feasance 8:159 

Products liability - Damages — Recov- 
ery of Damages for the Negli- 
gent Infliction of Emotional 
Distress in Products Liability 
8:137 

Negligence per se, swimming pools — Negli- 
gence — Is Violation of Swimming Pool 
Safety Regulations Negligence Per Se? 
8:193 

Negotiation (see Settlements) 

Nervous system, human, effects of drugs 
on — Fundamenta!s of Disability Deter- 
mination and Rehabilitation: A Higher 
Ground for the Applied Neurobehav- 
ioral Sciences 8:337, 366 

Neuropsychology — Fundamentals of Disabil- 
ity Determination and Rehabilitation: 
A Higher Ground for the Applied Neu- 
robehavioral Sciences 8:337, 343—44, 
347 





Newspaper, privilege — Constitutional Law — 
First Amendment Protections Bow Be- 
fore the Need to Develop Relevant 
Evidence 8:499 

Nonfeasance — Soldano v. O'Daniels: A Ref- 
ormation of the Common Law Rule of 
Nonliability for Nonfeasance 8:159 


P 


Parole—Survey of State “Good-Time” Laws 
8:57 

Payments, settlement —Uncle Sam and the 
Tort-Feasors: A Look at the Tax Con- 
sequences of Tort Settlement 8:257 

Personal injury, statutes of limitation — As- 
bestos Litigation—A Trend Toward 
the Discovery Rule 8:315 

Persuasion — A Strategy for Effective Use of 
the Courtroom During Direct Exami- 
nation 8:205 

“Pervasively Regulated Business” — Search 
and Seizure—Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 

Photographs, evidence — Constitutional Law — 
First Amendment Protections Bow Be- 
fore the Need to Develop Relevant 
Evidence 8:499 

Picketing, restraint of —Constitutional Law — 
Restraint of Picketing—Violative of 
Free Speech 8:501 

Plea bargain—Mabry v. Johnson: The Su- 
preme Court Sees the Forest Through 
the Trees, Reverses Plea Bargain De- 
cision 8:267 

Prejudicial error—Prosecutorial Miscon- 
duct — Arguing Facts Not in Evidence 
8:331 

Present value—Fixed Versus Variable Dis- 
count Rates in Reduction to Present 
Value 8:377, 378 

Presentation of a case— Acting Within the 
Law 8:115 

Prisons — Survey of State “Good-Time” Laws 
8:57 

Privacy, right of, in day care home — Search 
and Seizure—Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 

Privilege — 
Qualified — Constitutional Law — First 

Amendment Protections Bow 


Before the Need to Develop Rel- 
evant Evidence 8:499 
Self-incrimination— Fifth Amendment 
Protection from the Compulsory 
Production of Documents 8:293 
Privity—The Role of Litigation 8:419, 430— 
31 
Product safety — The Role of Litigation 8:419 
Products liability—The Role of Litigation 
8:419 
Abnormally dangerous activity 8:429—30 
Comparative fault 8:435—36 
Contribution 8:435—36 
Corporate liability 8:436—37 
Design defect 8:423—25 
Design defect, failure to warn 8:426 —28 
Design, production defect 8:425—26 
Federal legislation, proposed 8:439 — 442 
Mass litigation 8:432—35 
Privity 8:430—31 
Product safety 8:419 
Seller’s liability 8:431—32 
Statutes of repose, limiting liability 
through 8:437—38 
Unavoidably unsafe product 8:420—23 
Warranty, express and misrepresen- 
tation 8:426 —28 
Products liability, damages, emotional dis- 
tress— Recovery of Damages for the 
Negligent Infliction of Emotional Dis- 
tress in Products Liability 8:137 
Products liability, statutes of limitation — 
Products Liability — Tort or Con- 
tract? — Which Statute of Limitations 
to Apply 8:319 
Proof of settlement — Motions to Enforce Set- 
tlements: An Important Procedural 
Tool 8:1, 8 
Prosecution — 
Misdemeanor Prosecution Practicum: 
A Clinical Experience 8:219 
Plea Bargain— Mabry v. Johnson: The 
Supreme Court Sees the Forest 
Through the Trees, Reverses 
Plea Bargain Decision 8:267 
Prosecutor — 
Misconduct, causes — Prosecutorial 
Misconduct in Closing Argu- 
ment: Remedial Measures 8:397, 
408—11 
Name Calling at Trial: Placing Param- 
eters on the Prosecutor 8:385 
Prosecutorial Misconduct — Arguing 
Facts Not In Evidence 8:331 





Prosecutorial misconduct — 
Name Calling at Trial: Placing Param- 
eters on the Prosecutor 8:385 
Prosecutorial Misconduct — Arguing 
Facts Not in Evidence 8:331 
Prosecutorial Misconduct in Closing 
Argument: Remedial Measures 
8:397 
Psychopharmacotherapy — Fundamentals of 
Disability Determination and Rehabil- 
itation: A Higher Ground for the Ap- 
plied Neurobehavioral Sciences 8:337, 
364 


R 


Rapport, establishing—A Strategy for Ef- 
fective Use of the Courtroom During 
Direct Examination 8:205 

Respiratory diseases, asbestos litigation, 
statutes of limitation— Asbestos Liti- 
gation—A Trend Toward the Discov- 
ery Rule 8:315 


S 


Safety regulations, swimming pools — Negli- 
gence —Is Violation of Swimming Pool 
Safety Regulations Negligence Per Se? 


8:193 
Sanctioning the prosecutor—Name Calling 
at Trial: Placing Parameters on the 
Prosecutor 8:385, 394 
Search and Seizure — Warrantless Search of 
Family Day Care Homes Held Consti- 
tutional Under “Pervasively Regulated 
Business” Exception 8:325 
Self-incrimination— Fifth Amendment Pro- 
tection from the Compulsory Produc- 
tion of Documents 8:293 
Seller’s liability -The Role of Litigation 8:419, 
431 —32 
Settlements — 
Attorney conduct — Motions to En- 
force Settlements: An Impor- 
tant Procedural Tool 8:1, 8 
Court intervention — Should Judges 
Grease the Slow Wheels of Jus- 
tice? A Survey on the Effec- 
tiveness of Judicial Mediary 
Techniques 8:83, 88, 109 
Motions to Enforce Settlements: An 
Important Procedural Tool 8:1, 
7 


547 


Techniques, methods, and effective- 
ness— Should Judges Grease the 
Slow Wheels of Justice? A Sur- 
vey on the Effectiveness of Ju- 
dicial Mediary Techniques 8:83, 
95—107 
Uncle Sam and the Tort-Feasors: A 
Look at the Tax Consequences 
of Tort Settlement 8:257 
Silicosis, statutes of limitation affecting cause 
of action for — Asbestos Litigation —A 
Trend Toward the Discovery Rule 8:315 
Sovereign Immunity — 
Sovereign Immunity: The King Can Do 
No Wrong? 8:471 
Discretionary function exemption 
8:473 — 477 
State analysis 8:477—483 
“State Attorney time” —Prosecutorial Mis- 
conduct in Closing Argument: Reme- 
dial Measures 8:397, 408 —09 
Spouse — Domestic Relations— The Use of 
Expert Testimony Concerning the 
“Battered Wife Syndrome” 8:505 
Statutes of limitation — 
Asbestos Litigation— A Trend Toward 
the Discovery Rule 8:315 
Death of liable party — Effect of Death 
of Liable Party —Is the Statute 
Buried with the Defendant? 8:189 
Defendant’s Absence From State — 
When the Defendant Leaves 
Town, Does He Take the Stat- 
ute With Him? 8:183 
Fictitious Parties— Does John Doe Toll 
the Statute? 8:177 
Personal Injury Not Covered by Spe- 
cific Statute—The “Catch-All” 
8:311 
Products Liability — Tort or Con- 
tract? — Which Statute of Limi- 
tations to Apply 8:319 
Statutes of repose, limiting liability through — 
The Role of Litigation 8:419, 437— 38 
Stockholder’s suits — Dismissal of a Deriva- 
tive Suit: The Zapata Test Can Work 
8:485 
Strategy —A Strategy for Effective Use of 
the Courtroom During Direct Exami- 
nation 8:205 
Survey of State “Good-Time” Laws 8:57, 
58 — 81 
Swimming pool, violation of regulations — 
Negligence — Is Violation of Swimming 
Pool Safety Regulations Negligence Per 
Se? 8:193 





T 


Tax— Uncle Sam and the Tort-Feasors: A 
Look at the Tax Consequences of Tort 
Settlement 8:257 

Techniques — What Makes Juries Listen? 
8:509 

Techniques of case presentation — Acting 
Within the Law 8:115 

Testimonial communication —(see Self-incrim- 
ination) 

Title VII—Connecticut v. Teal: In Disparate 
Impact Cases Brought Under Title VII, 
the Employer’s “Bottom Line” is No 
Defense 8:121 

Tort-feasors—Uncle Sam and the Tort- 
Feasors: A Look at the Tax Conse- 
quences of Tort Settlement 8:257 

Tort settlements (see Settlements) 

Torts — 

Asbestos litigation, statutes of limi- 
tation — Asbestos Litigation—A 
Trend Toward the Discovery 
Rule 8:315 

Damages, emotional distress — Recov- 
ery of Damages for the Negli- 
gent Infliction of Emotional 
Distress in Products Liability 
8:137 

Negligence, swimming pools — Negli- 
gence —Is Violation of Swim- 
ming Pool Safety Regulations 
Negligence Per Se? 8:193 

Nonfeasance — Soldano v. O’Daniels: A 
Reformation of the Common Law 
Rule of Nonliability for Non- 
feasance 8:159 

Training — Misdemeanor Prosecution Practi- 
cum: A Clinical Experience 8:219 

Trials — 

Cross Examination — A Primer for Trial 
Advocates 8:11, 12 

Courtroom demeanor — Acting Within 
the Law 8:115 

Name Calling at Trial: Placing Param- 
eters on the Prosecutor 8:385 


U 


Unavoidably unsafe product—The Role of 
Litigation 8:419, 420—23 

Uncle Sam and the Tort-Feasors: A Look at 
the Tax Consequences of Tort Settle- 
ment 8:257 

United States, federal practice — Litigation 
with the Federal Government 8:199 


Use immunity — Fifth Amendment Protection 
from the Compulsory Production of 
Documents 8:293 


V 


Variable discount rate—Fixed Versus Vari- 
able Discount Rates in Reduction to 
Present Value 8:377 

Vocational factor analysis — Fundamentals of 
Disability Determination and Rehabil- 
itation: A Higher Ground for the Ap- 
plied Neurobehavioral Sciences 8:337, 
342 

Vocational recovery — Fundamentals of Dis- 
ability Determination and Rehabilita- 
tion: A Higher Ground for the Applied 
Neurobehavioral Sciences 8:337, 339 — 
41 

Voir dire — What Makes Juries Listen? 8:509, 
510-11 

Voir dire — United States v. Sun Myung Moon: 
The Right of an Unpopular Defendant 
to a Bench Trial 8:445 


WwW 


Warrants — Search and Seizure — Warrant- 
less Search of Family Day Care Homes 
Held Constitutional Under “Perva- 
sively Regulated Business” Exception 
8:325 
Warranty, express and misrepresentation — 
The Role of Litigation 8:419, 429 
Witnesses — 
Cross Examination—A Primer For 
Trial Advocates 8:11, 12 
“Filling phenomena”—Cross Exami- 
nation— A Primer for Trial Ad- 
vocates 8:11, 17 
Perception distortion—Cross Exami- 
nation—A Primer for Trial Ad- 
vocates 8:11, 15 
Interviews — Deposition Preparation: 
A Methodological Approach 
8:241 


| 


“Yield curve”—Fixed Versus Variable Dis- 
count Rates in Reduction to Present 
Value 8:377, 380 


Z 


“Zapata test” — Dismissal of a Derivative Suit: 
The Zapata Test Can Work 8:485, 489— 
91 











